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To err is human: 
to forgive, divine-- 


There has never been—there never will be—a Doctor 
who renders perfect professional services always. All 
err at times. 

There has never been—there never will be—a Doctor 


whose every patient will forgive an error made. All are 
by nature selfish. 


There has always been—there always will be—a hazard 
to the Doctor in every professional service rendered. He 
must answer for anything less than a reasonable degree 
of care and skill in what he does—or fails to do. 


There has always been—there always will be—a tendency 

in those who weigh the degree of care and skill which he 

has exercised—a jury of laymen, mark you—to go beyond 

reasonable expectations. Laymen side with laymen. 

There is available fortunately, a counterbalance for the 
Doctor— 


The Medical Protective Contract 


The Medical Protective Company co-ordinates the 
professions of Medicine and Dentistry with that of 
Law to the end that the professional problems of the 


os Doctor may be understood, his human fallibilities 7 


appreciated, and his rights in Law safeguarded. 

Specialized Service has developed a technique of co- 

ordination that goes farther with Courts and Juries 
than any other medium. 


Medical Protective 
Company 


of Fort Wayne, Ind. 


360 N. Michigan Blvd. Chicago, Illinois 


MEDICAL PROTECTIVE CO 
360 N. Michigan Elvd , Chicago 
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Address 


Kindly send details on your 


plan of Complete Professional City 
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Every Hospital 


Can Have the Advantages of 
an OXYGEN CHAMBER 


RotH-BarAcH OxyGEN AppaRATUS is a miniature oxy- 
gen chamber employing the same method of circulating, cooling 
and purifying the air as is used in the magnificent oxygen cham- 
bers of the Mayo Clinic and the Rockefeller Hospital. Moreover, 
it is portable and can easily be moved anywhere in the hospital or 
even taken out to the patient’s home. 


A carefully prepared booklet describing the apparatus 
and its use in Pneumonia is yours for the asking with- 
out obligation. 


WARREN E. COLLINS, Inc. 


Specialist in Metabolism Apparatus 
555 HUNTINGTON AVE. BOSTON, MASS 


Makers of the Famous 
Benedict-Roth Recording Metabolism Apparatus 
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Baby Lohador Tray Dispenser 


Light, easy to handle. This dispenser 
will not tip when filled, can be operated 
with one hand when necessary. 


BABEOLEUM 


The Perfect Baby Soap 


| oon soothing and cooling to the 
tender skin of a new born babe. 
Midland Babeoleum is the olive oil 
base soap in general use throughout 
the United States. Midland Babeo- 
leum has won approval in the country’s 
most exacting field—the hospital. 


When in need of this type of soap be sure 
to try Midland Babeoleum. 


MIDLAND CHEMICAL 
LABORATORIES, Inc. 


Dubuque, Iowa 
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Sliding Bands are Dirt Collectors 


U. S. Government 
Specification 


Castle Drums Solve Your Problem 


The old sliding band on dressing drums 
has the following disadvantages: 


1 Dirt and dust collect under the sliding 
band---a danger that cannot be removed. 

2 Double liability of error:- omitting to 
open band before, or close band after 

sterilization. 

i 3 The sliding band does not make a tight 

joint. It is not contamination proof. 


New Canvas Liner The Castle drum without sliding band 
for Drums has the following advantages: 

Dressing drums, old or 

new, must be lined with 1 All surfaces are smooth, without “dirt 


cloth before filling. Here ” 
is a ready-made, form collectors. 

ae —— 2 Steam ports, or holes, can never be left 
pensive. Your name on closed, and careless handling will not 
the coupon will bring prevent sterilization. 


3 The canvas “liner” provides protection 
for packages of dressings. 


WILMOT CASTLE CO. 1111 University Ave. ROCHESTER, N. Y. 
World’s Largest Makers of Sterilizers for Hospitals, Dentists, and Physicians 


FOR DATA ON CASTLE DRUMS AND LINERS FILL IN AND MAIL TODAY 
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NON-ABSORBABLE 
laxative ideally suited 

for hospital use. Isacen can- 
not possibly injure kidneys, 
liver or stomach—harmless, 
non-toxic, easily given to bed- 


Send your order to our 


HOSPITAL SALES DEPARTMENT 


a routine 
laxative 
in hospitals 


HOSPITAL 


BOTTLES 


1000 tablets 
$5.00 


Vials of 40 tablets, $0.40 


HOFFMANN-La ROCHE, Inc. 


Makers of Medicines of Rare Quality 


NUTLEY, NEW JERSEY 
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Aznoe’s Available Technicians 


WOMAN REGISTERED PHARMACIST, age 
26, Ph.G. and A.B. degrees, four years’ drug expe- 
rience, available at $100 and maintenance. No. 925. 


WOMAN X-RAY TECHNICIAN, age 35, single, 
six years’ medical secretary, now head technician 
325-bed hospital, desires change. Asks $125 and 
full maintenance. No. 926. : 


MALE LABORATORIAN, age 26, six years in 
U.S. Navy Medical Corps. Available September 1. 
Asks $135 to start. No. 927. 


MAN AND WIFE want work in same hospital 
or city. He is laboratorian and X-ray technician, 
age 28, past ten years in this work; asks $3,600. 
Wife is R. N., age 24, prefers surgery. Will go to 
South America. No. 928. 


Central Registry for Nurses 
National Physicians’ Exchange 


30 NORTH MICHIGAN, CHICAGO 


FOUNDED 1896 
Member of the Chicago Association of Commerce 
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McKesson Universal Unit No. 100 | 


Another | 
McKesson Advantage 


N ADVANTAGE of the intermittent principle of 
A the McKesson apparatus is its ease of operation. 
If the patient breathes rapidly for a few mo- 
ments, the gas in maintaining its pressure, speeds up 
delivery with the respirations; when respirations be- 
come slower, the apparatus slows up the delivery auto- 
matically—relieving the operator of constantly shifting 
the flow rate with every change or taking the conse- 
quences of-either light anesthesia at one time or ex- 
cessive waste of gas at the other. 


Write for Complete Information 


Toledo Technical Appliance Co. 
TOLEDO, OHIO, U. S. A. 
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FOUR REASONS Why You Should Consider for Your Choice 


| SUPERIOR 
| NEOARSPHENAMINE, D.R.L. 


UNIFORMITY —Smaller batches cost us 
more per tube, but permit more rigid con- 
trol of a product guaranteed to be, batch for 
batch, uniform. 


SAFETY— Every batch is 6624%, or better, 
above official requirements for tolerative- 
ness, The value of this feature is apparent. 


POTENCY — Here is a Neoarsphenamine 
that has been reported to be practically 
equal to Arsphenamine as a curative agent. 


ECONOMY—The slight additional price of 
this product is more than repaid by its 
UNIFORMITY, SAFETY and POTENCY, 
making for true ECONOMY in the cost of 
treatment. 


There is always a reason for a price difference. 
Generally, he who pays the difference gets 
something that is worth the difference. 


DERMATOLOGICAL RESEARCH LABORATORIES 


PHILADELPHIA 


ABBOTT LABORATORIES 
NORTH CHICAGO, ILL 


SAN FRANCISCO 


SEATTLE LOS ANGELES 


BOMBAY 


WATFORD, HERTS, ENGLAND 
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A New and Valuable Aid in 
Rickets and Osteomalacia 


PARKE, DAVIS & CO.’S 


VIOSTEROL 


(Irradiated Ergosterol in Oil) 


Licensed under the Steenbock patent administered by the] 
Alumni Research Foundation of the University of Wisconsin 


Viosterol, P. D. & Co., is supplied in the 
form of a vegetable oil solution of irradiated 
ergosterol standardized to an antirachitic 
(vitamin D) potency of one hundred times 
that of high-grade cod-liver oil. It will be 
furnished in 5-cc. and 50-cc. packages accom- 
| panied by a dropper standardized to deliver 
| approximately 3 drops to the minim. ) 

Viosterol is the name adopted by the 
Council on Pharmacy and Chemistry of the 
American Medical Association to designate 
preparations of irradiated ergosterol. 


Write for our booklet which discusses the 
general subject of the use of irradiated ergo- 


sterol preparations in the prophylaxis and 1 
treatment of rickets, in osteomalacia, and I 
other conditions. f 


Viosterol, P. D. & Co., was recently released for sale to the 
drug trade. If your druggist does not as yet have it in stock he 
can get it for you on short notice. Please specify ““P.D.& Co.” § 


Viosterol, P. D. & Co., has been accepted for inclusion in N. N. R. 
by the Council on Picomacy and Chemistry of the A. M. A. 


PARKE, DAVIS & COMPANY 
DETROIT, MICHIGAN \ 

NEW YORK KANSAS CITY CHICAGO BALTIMORE ! 
NEW ORLEANS MINNEAPOLIS SEATTLE Z 


In Canada: WALKERVILLE MONTREAL WINNIPEG 
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The Friendly Hospital Journal 


THE HOSPITAL BUYER CO., Inc. 


28 E. Huron St., CHICAGO, ILL. 


Harry C. Puisss, Managing Editor 
Gro. C. Braun, Business Manager 


Editorial Advisors 
A. M. Forster, M. D., Medical Director, Cragmor Sanatorium 
Rock Srieyster, M. D., Medical Director, Milwaukee Sanatorium 
A. A. Strauss, M. D., Michael Reese Hospital, Chicago 
Wma. TuHaLuHIMER, M. D., Director Laboratory of Pathology, Columbia Hospital, 
Milwaukee 


Norman E. Titus, M. D., Vice-Pres. American College of Physical Therapy, 
New York 
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Sun Worshippers 


In ancient times people considered Old Sol a diety, and 
worshipped the sun with no scientific knowledge, but a 
rather indefinite idea of the benefits which darted to earth 
from the flaming orb. 


Some short years ago an obscure scientist living in the 
gray, cloudy recesses of the north land unconsciously 
started a new cult of sun worshippers. 


Finsen started delving into the therapeutic value of sun- 
light, American ingenuity developed mechanical contri- 
vances for producing artificial sunlight, and the wide-awake 
American physician adapts these mechanical contrivances 
and scientific principles to his everyday practice, wisely 
telling his patients that the best sunlight is the natural 
ray from Old Sol himself. 
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And now we have our cult of sun worshippers—babies 
running around in sunsuits which are not much more 
than a strap and a gee-string; ladies taking advantage of 
science to abbreviate their bathing suits, and with femi- 
nine hypocrisy dusting their skins with sun tan powder 
so that even the pallid habitue of the indoors can imitate 
the healthy tan of her outdoor sister. 


Old gentlemen with a philosophic turn of mind use 
the sunlight to prolong their useful days. For instance, 
George Bernard Shaw, the potent Irishman who writes 
plays in England for American audiences, has developed 
a new device in which to type out his plays and philos- 
ophies. Called a revolving workshop or a sun-trap, it is 
a little shack mounted on a turnstile, so that as the whis- 
kered satirist sits and works he can turn his houselet 
around to get what benefit there may be from the sun- 
shine. Of course sunshine in England is sometimes ob- 
scured by gray rain clouds and nasty fogs, but Shaw would 
have the latest health habit. 


The sun cult has come into hospital practice and the 
institutions are rapidly being equipped with special glass 
which permits a percentage of the ultra-violet rays to pass, 
and even the smallest institution will boast of its ultra- 
violet lamps. 


So we have our sun cults—in the case of the scientist, 
the sunshine being used with discrimination and a due 
knowledge of what it can and cannot do—in the case of 
the public a fad, but withal a healthy fad. 
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| Malcolm Thomas MacEachern 


M.D., C.M., D.Sc. 
Associate Director and Director of Hospital 
A Activities of the American College of Surgeons 
ie 
se } =O Few men engaged in hospital work have labored i$ 
ce, R for the betterment of hospitals more assiduously [J 
or enthusiastically than has Doctor MacEachern, 
With an ardent zeal and a steadfastness of pur- 
Ni pose, he has ever sought to elevate the scientific 
~ i standards of hospitals; and has devoted himself % 
whole-heartedly to fostering and maintaining 
4 friendly relationship with the hospital workers in 
let A order to lend a helping hand wherever he could. ie 
wd 5 As the Director of Hospital Activities of the $ 
b- y College of Surgeons he has come into intimate s 
ld contact with and has gained a direct knowledge 
Z of most of the hospitals of the United States and 
Me 4 Canada. By invitation in 1926, he went to Aus- re 
~ » |g tralia and New Zealand to assist in remodeling 
i? R and reshaping a policy for their hospitals and 
58, charitable institutions. 
wi Doctor MacEachern is a Canadian by birth, and 5 
after receiving his degree from McGill University % 
st, he attained distinction in the hospitals of Mon- & 
treal, and later was called to Vancouver, British 
of Columbia, as General Superintendent of the Van- 


couver General Hospital. In 1923-24 he served as 
president of the American Hospital Association, 
and has been engaged in his present duties for a 
period of six years. 


Doctor MacEachern left for Honolulu the lat- 
ter part of July to take charge of the Hospital Con- 
ference being held in connection with the Pan- 
Pacific Surgical Congress, August 14-24. This oc- 
casion will, no doubt, mark the adoption of the 
principles of Hospital Standardization in all coun- 
tries bordering on the Pacific Ocean to be repre- 
sented at the Congress. 
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Front View of Sanitarium for Convalescent 
are of Cardiac Children 


La Rabida, Jackson Park 


Sanitarium, Chicago 
By Susa P. Moore 


In La Rabida, Jackson Park 
Sanitarium, Chicago, sponsored 
as a charitable enterprise by Chi- 
cago south side citizens and 
about to be erected on a penin- 
sula of Jackson Park, it is easy 
to visualize one of the most at- 
tractive childcaring institutions 
in the country. 

Built of Bedford stone and 
skintled brick, the soft texture 
of its walls results from color 
blands from yellows to deep pur- 
ples. Its background of many 
trees, its beaches and broad ex- 
panse of lake, required an art- 
ist’s sense to fit the building into 
its unusual setting. 


Spanish in Style 


The structure itself is Spanish 
in style, and conforms in spirit 
to the historic La Rabida Hostel 
where Christopher Columbus 
found shelter before he set forth 
on his voyage that led to the 
discovery of the Western Hem- 
isphere. It repeats the La Ra- 
bida building featured in the 
World’s Fair building of 1893 


and serves also to commemorate 


that enterprise and what it did 
for Chicago civic plans. 


Architectural Details 

The roof is mission tile. All 
windows are of wood with leaded 
panes and open casement wise 
to breezes that blow over the 
waters of Lake Michigan on 
three sides of the building. The 
plan is I-shaped. Its ground 
floor with two upper stories 
gives a broad and spacious ap- 
pearance with a long frontage 
of 185 feet. Its axis contem- 
plates that direct sunshine will 
penetrate every outside room 
some part of every day. It is 
fireproof throughout. Its cork 
flooring is harmonious and si- 
lent, and woodwork and plaster 
suggest ease in good housekeep- 
ing. The decorative detail is 
conservative. The use of color 
inside is cheerful and free. There 


are beauty and good cheer 
throughout. 
Architects Donate Their 


Work 
The work on this architectural 
plan has been a labor of love on 
the part of its architects, Gra- 
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ham, Anderson, Probst and 
White, who have contributed 
their services to this enterprise. 
It is indeed a blithe project. It 
cares for childhood cases of re- 
covering heart disease, and it 
removes the stigma of Chicago’s 
backwardness in convalescent 
care, pointed out by Chicago 
pediatricians some years ago in 
their study of this phase of med- 
ical service. Its architectural 
unit throughout is expressive of 
vital work to be done, and work 
well planned. 


A Realization Come True 


Dr. Robert A. Black, medical 
director of La Rabida, Jackson 
Park Sanitarium, has long real- 
ized the economic waste and de- 
spairing outlook of cardiac cases 
cleared from acute wards of gen- 
eral hospitals with no possibility 
of supervised routines of rest 
and play and graduated activity 
to accord with improving heart 
capacity. 

“The very exuberance of child- 
hood is one of the chief handi- 
caps for complete recovery,” 
states Doctor Black, “and that 
is the basis of our studied sched- 
ules of activity that occupies but 
does not overstrain. 

“The patients will fall into 
two large groups: (1) Those 
who must remain in bed all the 
time; and (2) those who are 
down two hours and up two 
hours, with progressive mas- 
sage, exercise, or other activity 
preliminary to their discharge.” 


The Daily Routine 


7:00.—The children waken. 
They turn over in bed and 
stretch themselves, in bed. “No 
one, sick or well, should jump 
right out of bed,” insists Doctor 
Black. “Returning functions al- 
ways need to be coaxed some- 
what.” 

7:15.—They sit up in bed and 
sing The Star Spangled Banner 


15 


or some _ other inspirational 
song. 

7:30.—To bath rooms with 
habit drills for clean teeth, clean 
faces, clean hands. 

8:15 —Breakfast, followed by 
spontaneous but guarded play 
till 9. 

9:00.—To bed again, for un- 
graded school work in bed two 
hours. All children whose 
strength permits have training 
tasks to keep them out of re- 
tarded classes purely because of 
their handicap. 

11:00.—Out of bed for play. 

12:00.—Wash-up hour in prep- 
aration for dinner. 

12:30.—Dinner, followed by 
handwashing and teeth-cleaning 
routines again. Most of these 
children are of the chronic in- 
fectious type, and sanitary pre- 
cautions are never to be neg- 
lected. 

1:30.—All children to bed again 
for “play” sleep. They do not 
sleep, but take real rest. 

2:30.—Art crafts are taught in 
bed. The children sew on their 
own buttons, do useful things. 
They work jigsaw puzzles. They 
paint, typewrite, knit. Whatever 
suits them best they learn to do. 

4:30.—Out of bed again, with 
play to suit themselves. No re- 
straint unless they go beyond 
their strength. 

6:00.— Supper, and another 
complete toilet, with play in bed 
till eight. 

8:15.—A song again, this time, 
“Columbia, the Gem of the 
Ocean.” 


Food Sensitization 
Frequent 

On the professional side the 
cardiac child’s routine is by no 
means simple. A quick and easy 
yardstick to gauge the heart ca- 
pacity is yet to be devised. It is 
contemplated that temperature 
and pulse readings are essential 
after every exercise. And Doc- 
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tor Black will take full account 
of the fact that at least 85 per 
cent of cardiac children show 
sensitizations to some types of 
food. This means that every 
diet in La Rabida, Jackson Park 
Sanitarium is a prescribed diet, 
weighed in and out for what is 
actually consumed. The conva- 
lescent child must gain, what- 
ever his food or other handicap. 


The utilization of food is 
measured also by clinical means 
to discover in just what indi- 
vidual manner the food intake is 
utilized. Is the glycogen deposit 
excessive in the tissues? Or, is 
the utilization complete and the 
oxidation cycle unbroken in the 
absorption process? 


Massage in Heart Disease 

Massage is of especial interest 
here. The circulatory difficulty 
as often as not may arise in a 
spasm of arterioles instead of 
in the heart itself. Massage is 
corrective. Is it a possible cure? 
Precision methods in massage 
will attempt some definition of 
the amounts and kinds of manip- 
ulation that speed recovery from 
heart disease. 


Metabolic Readings 

Nearly every child with heart 
disease will show a metabolic 
rate as high as that in goiter. 
Metabolic readings therefore 
take on unusual importance. 
They are made on every child at 
least once each week, or some- 
times oftener. No reading is re- 
corded until the child has be- 
come accustomed to the routine 
and the results can be considered 
without influence from fright or 
undue excitement. 

Beach and bath treatment will 
be utilized. Bids are to be taken 
on glass permeable to the vio- 
let rays of natural sunlight. Ac- 
cessible open porches on every 
floor at either end of the build- 
ing will be utilized for bed pa- 
tients. 
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The nursing staff are all ex. 
perienced graduates. Nursing as. 
sistants take care of ward roy- 
tines under nurse supervision. 
A nurse’s station located at each 
end of each floor commands fyll 
view of all the children’s wards. 
No ward is larger than four beds. 
Partition walls are of glass. The 
nurses are housed in the same 
building. A large lounge is pro- 
vided for every five private 
rooms for nurses. There is a 
complete housekeeping suite for 
the manager of the sanitarium. 


To Be the Center of Heart Dis- 
ease in Its Community 
Doctor Black’s_ diagnostic 
suite on the ground floor is a 
revelation as to the medical set- 
ting that is needed for a full 
study of the cardiac patient. 
There are X-ray rooms of spe- 
cial type; heart stations; light 
equipment; microscopy; physical 
and chemical laboratories. 
The set-up suggests just what 
is contemplated: that all compe- 
tent, conscientious and_ thor- 


ough-going pediatricians in this 


community will be drawn by 
these facilities for the scientific 
study of their heart patients. 
They will center their cardiac in- 
vestigative work in La Rabida, 
Jackson Park Sanitarium, where 
cardiac care is fully supported, 
and where daily records become 
scientific documents for its bet- 
ter understanding. 


Independent Units Within 
the Hospital 

It is due to such considera- 
tions that studious care has been 
exerted throughout in the work- 
ing arrangements and in the per- 
sonnel of the hospital staff. 

Each end of each floor of the 
hospital is capable of operation 
as an independent unit if cases 
require special grouping and 


segregation for study. Each 
small ward is complete as to 
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sanitary arrangements and 
equipment. All inside rooms are 
mechanically ventilated, with ex- 
haust and inlet for each unit. 
Inside toilets and service rooms 
have exhaust only. Inside rooms 
are elaborately worked out plans 
for the utilization of “borrowed” 
light. Cork flooring deadens 
disturbing sounds. Oil heat is 
clean. Self-contained refrigerat- 
ing units are used. Serving pan- 
tries, two for each floor, provide 
closest possible supervision of 
individual trays. 
Keynotes: Happiness and Health 
The color scheme is gay, for 
happiness and health are the key- 
note of this institution. There 
will be a foundation for scien- 
tific study. The beds are free. 
The patients are of both sexes, 
ages five to twelve. The staff is 
human, progressive. The reports 
to follow excite much of scien- 
tific interest. They will be human 
documents in the highest sense, 
and as far as possible from for- 
malized medicine. 


STATE SHOULD AID ALL 
HOSPITALS 


Regardless of whether the 
hospital is a private or a publicly 
owned institution, its work is so 
important that it should receive 
financial support from the city 
or state, according to speakers 
at the International Hospital 
Congress held in New York re- 
cently. 

Representatives from forty- 
one nations discussed hospitali- 
zation throughout the world, 
and showed that hospitals every- 
where are confronted with the 
problem of holding down ex- 
penses without curtailing in any 
way the essential facilities or 
impairing highly specialized per- 
sonnels. 

Those nations who suffered 
less from economic pressure as 
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a result of the late war, it was 
demonstrated, have made the 
greatest strides in hospitaliza- 
tion progress, although Ger- 
many was included among the 
nations that have made an out- 
standing advance in the last 
decade. 


A FLOATING HOSPITAL 


One summer day back in 1874 
a newspaper man saw some 
newsboys being chased off the 
grass in Battery Park, New 
York. Feeling sorry for the 
youngsters who had no suitable 
place in which to enjoy them- 
selves, the reporter arranged a 
boat trip up the Hudson River, 
hiring a barge to carry all the 
newsboys who could be rounded 
up. Of course the youngsters 
enjoyed themselves immensely 
and spread the news around so 
that a second trip was made a 
week later. The cost got beyond 
the means of the philanthropic 
young newspaper man, and St. 
John’s Guild was appealed to for 
help. 

It became apparent that many 
mothers and their children 
looked upon the idea as a God- 
send and so the river trip became 
a regular thing, and was im- 
proved as the necessity arose. 
A milk booth was built on the 
deck and milk distributed free 
for the first time in the history 
of the city. A shower room was 
added and became the first pub- 
lic bath. 

A charitable woman donated 
a very modern boat in 1916, with 
a 32-bed hospital ward, steriliz- 
ing rooms and an _ operating 
room. During July and August 
of 1928 the floating hospital 
cared for 1569 sick babies, and 
gave a pleasant summer vacation 
to many mothers and children 
who would otherwise have spent 
their summer on the streets of 
the tenement district. 
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Hospital Topics & Buyer 


The Hospital Staff Conference* 


Essentials in a Staff Conference Approved 
for Hospitals 
By Frank J. Sladen, M. D. 


The wording of the title of 
this paper is adapted from the 
pamphlet issued by the Council 
on Medical Education and Hos- 
pitals entitled “Essentials in a 
Hospital Approved for Interns,” 
as will be recognized by repre- 
sentatives of that group in the 
medical profession which is be- 
ing made to assume responsibili- 
ties in an authoritative way for 
the creation and maintenance of 
these standards. 

Such men are becoming a 
marked group in our profession 
—not trained by medical schools 
to this end but through later ex- 
perience and native ability find- 
ing the field theirs by necessity 
if not always by choice. The 
creative features and the results 
obtained make it often a fasci- 
nating field. 


Presents a Wide Variety 
of Interest 

The staff conference, both as 
a subject of deliberation and as 
a hospital function, presents a 
wider variety of interest than 
would seem possible on first 
thought. It is a very good thing 
to be made to consider and weigh 
carefully such a procedure as 
this, which has been under one’s 
nose for years. One immediately 
develops renewed interest in its 
possibilities. He begins to intro- 
duce modifications to meet prop- 
erly the ever changing needs and 
trends, and his own feeling of 
authority on the subject as- 
sumes a more nearly crystallized 
form. 

It probably is not necessary to 
point out that the hospital staff 
conference, introduced as a part 


of the minimum standard for ap- 
proved hospitals, was arbitrary 
and exacting in its original form 
its function being defined as te. 
view and analysis of clinical 
cases. This council has, hoy- 
ever, wisely described the con. 
ference only in general terms, 
without prescription of details, 
In this way initiative has been 
stimulated. “The staff confer. 
ence may be anything at all we 
wish to make it,” provided we 
preserve the educational point of 
view. “The Council stresses the 
educational feature in hospitals 
as well as in medical schools,” 
The American College of Sur- 
geons now recommends quite 
liberal lines of conduct of such 
meetings. 


Character of Staff Meetings 


The character of staff meetings 
inevitably varies with the type of 
hospital. At one end of the line 
is the university hospital, at the 
other the small hospital with a 
small visiting staff and few or no 
interns. Subsequent remarks 
refer more specifically to the 
large city hospital without uni- 
versity affiliation, not only be- 
cause my experience lies in this 
field but because inferences may 
more easily be drawn from the 
larger to the smaller than from 
the smaller to the larger. In the 
large city hospital to which I 
make special reference, meetings 
have for years been striving am- 
bitiously for definite goals, and 
the tendencies now finding na- 
tional expression are there be- 
ing welcomed as aids to the ends 
we are seeking. 


*Reprinted from A. M. A. Journal, Vol. 92, No. 19. 
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In such a hospital, with a large 
and well balanced staff, interest 
expresses itself through special- 
ized groups, and a single staff 
conference would not fill the 
need or hold the support. More- 
over, formal or informal month- 
ly medical meetings, weekly de- 
partmental clinics (medical and 
surgical), and the weekly patho- 
logic conference, in addition to 
section meetings of specialists, 
daily resident staff conferences, 
and frequent intern meetings— 
all evolving out of natural needs 
—present a very difficult time 
problem to a hospital staff strug- 
gling for a small bit of much 
needed recreation. The sum of 
these is in reality the hospital 
staff conference. But there is 
only one time when the staff of 
the department of medicine 
meets as a single unit, at the 
weekly medical clinic, and as 
head of such a department I am 
presenting some comments on 
the nature of meetings of this 
character. 


Literature on Staff Organization 

I confess to more pointed con- 
sideration of the subject since 
accepting this assignment, and 
the results have considerably al- 
tered my approach to institu- 
tional work in medicine. For in- 
stance, the literature on the sub- 
ject of staff organization has 
been found to contain numerous 
stimulating presentations of the 
different aspects of this problem 
entirely apart from those defi- 
nitely relating to the work of the 
hospital superintendent. 

The deliberations of previous 
sessions of this congress and 
those of the American College 
of Surgeons have stabilized such 
pioneering work as has been 
done among the New York 
state psychiatric institutions. 

An amendment to the New 
York state insanity law has ex- 
isted for several years, making 
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it obligatory for superintendents 
to arrange for at least two week- 
ly meetings of the medical staff 
of each hospital and to attend 
them in person. 

Exhibitions of the actual con- 
duct of a staff conference have 
been staged by hospitals and re- 
ported in detail. Doctor Colwell 
has repeatedly developed the sub- 
ject in a most understanding 
way, and perhaps the most help- 
ful portrayal of our responsibili- 
ties is the inspiring letter by 
Francis Peabody on “The Soul 
of the Clinic.” 


Hospital Standards 

Through such guidance, hos- 
pitals are becoming aware that 
they can no longer exist as iso- 
lated undertakings, any more 
than can medical men as isolated 
individuals. All hospitals must 
subscribe to the highest stand- 
ards, and the justification of 
their existence is measured by 
the degree to which these stand- 
ards are met. 

This brings us to the stirring 
-realization that we possess in 
the staff conference the very in- 
strument needed for the creation 
and maintenance of these stand- 
ards, provided the procedure is 
developed to its full possibilities. 
Undoubtedly this realization is 
already in the minds of many 
close to the matter, but it must 
be brought home as a compel- 
ling inspiration to some one or 
two in every hospital if the ideal 
is to be realized. 

The Main Function of 
a Staff 

I agree that recent progress 
suggests that the possibilities of 
the hospital have not yet been 
generally and fully appreciated, 
and are now only at the begin- 
ning of their development. 

As an institution the hospital 
should hold a commanding posi- 
tion in the community. Each in- 
dividual on the staff should con- 
tribute to this by knowing and 
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upholding the position he is sup- 
posed to fill in the institution. 
The hospital should put its im- 
print on every man on its staff 
and every man in turn should be 
an expression of the hospital to 
the public with whom he has con- 
tact. 

The staff conference must be 
the cohesive factor, dominating 
the field of the department or 
‘hospital. Everything else must 
rotate about it or originate in it. 
It must be the main function of a 
staff as an organized whole, 
either departmental or institu- 
tional. 

In it should be found the 
source of the efficiency and ideal- 
ism in professional, cultural, 
moral and economic principles 
which are fundamental today in 
both institutional and commun- 
ity life. 

Fundamentals 

Such fundamentals might be 
grouped as in chart 1. 

The presentation of a case or 
of cases has been the headliner of 
all these conferences; it would 
be a reduplication to refer to 
any great number of the meth- 
ods of presenting cases. I shall 
make only a few suggestions: 
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called on in the conference, from 
the intern on the ambulance to 
the consultant, the interest and 
expectancy are maintained, 
Third, completeness of pres. 
entation determines the extent 
of the discussion. Discussion js 
aided by outlines on blackboards 
(and a liberal wallpapering of 
blackboards is advisable). Dis. 
cussion crystallizes or modifies 
criteria. A forum is provided for 
sharpening medical wits. Expe- 
rience is converted into concrete 
usable form. 


Another fundamental of a pro. 
fessional nature is the require- 
ment of respect for records and 
routine procedures, which will 
be reflected in the staff confer- 
ence. New members must build 
up a large part of their proper 
reactions to these matters from 
the expressions of older men in 
the discussions. In this connec- 
tion, consideration will naturally 
be given to the value and conduct 
of consultations, as well as to 
other relationships between pro- 
fessional men. In fact, the staff 
conference will become a school 
of ethics. 

Through these conferences, 
also, many supplementary hospi- 


1. Professional: Expressed in 


2. Cultural: 
Moral: 
Economic: 


Case Presentations 
Records of Routine Procedures 
Supplementary Aids 


Educational Features 
Morale 
Orientation 


Chart 1.—Four fundamental principles that should guide the conduct of the 
staff conference. 


First, if cases from every ward 
are scheduled for the clinic, and 
no one knows which will be 
shown until just before the hour, 
the preparation becomes a bene- 
fit to many more men and gen- 
erai interest and expectancy are 
aroused. 

Second, if every one who has 
had contact with the case is 


tal activities may be brought in- 
to their proper relationship to 
diagnosis and treatment. Invari- 
ably the pathologist and the 
roentgenologist and their assis- 
tants are happy to join hands 
with the clinicians. Younger 
men may learn much about 
nursing, pharmacy and physica! 
therapy which is as yet unwrit- 
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ten and not to be had elsewhere; 
also the proper manner of their 
use, an appreciation of their use- 
fulness, and an evaluation of the 
service they render. The fre- 
quent exhibition of pertinent 
roentgenograms, and the fre- 
quent publication of autopsy per- 
centages and the names of those 
obtaining or failing to obtain 
autopsy permission keep the en- 
deavor alive and often lead to 
correction of lapses. 


Educational Standards 

I have referred to various pro- 
fessional principles concerned 
with the staff conference. The 
cultural principle is preserved in 
a regard for general educational 
standards. The king’s English 
should be kept alive in writing 
and speech, and care should be 
given to the form of the pres- 
entation and to the development 
of ability to think on one’s feet. 
Too much emphasis cannot be 
laid on this feature, when the 
large demand for proper expres- 
sion in history writing and in 
correspondence with patients is 
considered, as well as the easy 
tendency to misinterpret and to 
misunderstand medical records. 

The history of medicine should 
not be overlooked any more 
than current literature, new 
books and acquaintance with li- 
brary usage. A familiarity with 
the leaders of today and the lead- 
ing sources of reliable contribu- 
tion is gained, together with a 
knowledge of the masters who 
have gone before. 


Morale 

The maintenance of a high 
level of morale is one of the most 
difficult of hospital problems. A 
certainty of accomplishment in- 
spires and stimulates interest and 
enthusiasm in work. Examples 
of devotion to purpose have 
enormous value and do much to 
encourage self-effacement and 
unselfishness. There is an op- 
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portunity to show one’s best side 
in hospital work and to make 
full use of one’s talents. 
Economic principles demand 
definite orientation in the minds 
of every staff member as to his 
place in the organization and in 
the community. The first essen- 
tial to efficient organization is in- 
formation. Recent meetings in 
our hospital have been a distinct 
success in giving the various de- 
partment subdivisions an oppor- 
tunity to describe their work, 
their methods, their hopes and 
their aims. It was surprising how 
many learned new facts about 
their neighbors. This will be 
dealt with more fully presently. 


Attendance 

These principles cannot be 
carried out unless the conference 
fulfils certain requirements in at- 
tendance and leadership, which 
presuppose the existence of the 
conferring spirit and some skill 
in the technic of discussion. 

Attendance is successfully han- 
dled by making division or sec- 
tion chiefs responsible for the at- 
tendance of their respective small 
groups. They should be respon- 
sible for rearranging work to al- 
low associates to attend, for 
helping out the man with bad 
habits or poor inclinations, and 
for justifying excusable ab- 
sences. 

Full attendance is essential. 
(Of course, it is better for 
members of a hospital organiza- 
tion to do things because they 
want to, not because they have 
to.) 

Leadership 

Adequate leadership is also a 
requirement for success; if full 
attendance is obtained, proper 
leadership can accomplish the 
Test. 

To expect that men with this 
gift can be easily found re- 
minds me of Peabody’s descrip- 
tion of the superman who is now- 
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adays required for professor- 
ships. The foundation work 
must be done in the universities 
and especially in the medical 
schools. 

If the students are brought up 
on staff conferences and gain 
some conception of organization, 
policies and operation they will 
appreciate and support such con- 
ferences after graduation and 
many will develop the necessary 
qualities of leadership. The very 
conference itself, once well ac- 
cepted, will produce its leaders. 


Food for Future Thought 

The technic of conference has 
to do with the manner of discus- 
sion. The word conference implies 
the bringing together of minds for 
the purpose of discussion. It is an 
exercise in thinking, to achieve a 
solution, to master a situation. It is 
co-operative or group thinking. It 
has only one drawback: it takes 
time. It is the slower procedure. 
A council connotes adminsira- 
tive functions. A debate is a 
battle. But, as Miner says, in a 
conference there is a problem 
requiring thought; discussion 
moves through vague ideas to 
clear ideas. 

Since it is not always possible 
to bring discussion to a satisfac- 
tory conclusion within a given 
time limit, it is sometimes of ad- 
vantage to bring up at a confer- 
ence a subject left unclarified the 
previous week. The ideal con- 
ference subject is one in which 
each man present can feel a pos- 
sessive share, and one which will 
not be exhausted in the confer- 
ence but will provide food for 
future thought. 

Our ideal has been presented. 
The question now is how to ac- 
complish this with an ill ad- 
justed staff. The hospital staff 
is composed of a large group of 
men by whose personality, work 
and contacts success or failure is 
determined. Some are eager to 
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gain clinical experience and in. 
stitutional sense; some are al- 
ready experienced clinically byt 
must be awakened to instity- 
tional responsibilities. The man 
who is close to what is going on, 
who carries real responsibility, 
who understands the reasons for 
institutional policies and actions, 
is the man with the higher mo- 
rale and more vital interest. He 
helps establish and maintain high 
standards. Even if he is not en- 
dowed with any power, he is a 
unit and must be so respected 
by himself and by others. The 
medical graduate must have re- 
ceived the right seed in medical 
school, where he will have ob- 
served a practice he should imi- 
tate and will have received some 
uuderstanding of the economic 
activities of a hospital and his 
place in it, and the places occu- 
pied by those senior to him. He 
will then have a foundation on 
which to shape his ambitions 
and a dependable plan by which 
to choose his future professional 
paths. He is the better off for 
knowing his part and his place, 
however small, in the institution. 
Keeping the Public 
Interested 

The demand in this day and 
age lies in the desire to keep the 
interest and confidences of the 
lay public. The able department 
head is successful in connecting 
this demand with the principles 
of departmental success. He is 
able to make the staff conference 
serve a dual purpose as a part of 
the institutional administration, 
based on sound economic prin- 
ciples, and as the means through 
which his department is to reach 
its highest professional aims. 
The staff conference is made to 
serve as one of those functions 
of business administration which 
are the same in all economic ac- 
tivities and which may be ex- 
pressed in the form shown in 
chart 2. : 
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The first function, that of the 
establishing of policies, is ob- 
viously the province of the trus- 
tees of the hospital; they, after 
all, determine the broad general 
principles for which the institu- 
tion stands. Through the super- 
intendent, these policies are 
transmitted to the department 
heads, to whom belongs the sec- 
ond function, that of the plan- 
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plished, though such a transition 
was to be expected with the pass- 
ing of the age of mysterious 
medicine which the patient must 
accept without understanding. 

Knowledge of the medical pro- 
fession and of hospitals has re- 
ceived popular broadcasting in 
such forms as “The Doctor’s Di- 
lemma,” “Arrowsmith” and “My 
Brother Jonathan.” Unfortu- 


ZONE 1 


Concerned with determination of 
major POLICIES 


ZONE 2 
The responsible management con- 
cerned with planning and setting up 
the ORGANIZATION to carry out 
these POLICIES 


Board of Trustees 


Department Heads 


ZONE 3 
The ORGANIZATION whose 
OPERATION carries out these 
POLICIES 


Senior Staff—- 
Junior Staff 
Interns 


Chart 2,—The zones of business control as adapted to hospitals. 


ning and setting up of an organ- 
ization to be used in carrying 
out these aims. 

Creative work thus occurs es- 
pecially in these first two zones. 
In turn, the department heads, 
through the senior staff, pass 
along the inspiration to the 
junior staff and interns, to whom 
falls the third function, that of 
the operation of this organiza- 
tion. 

Nowhere could better oppor- 
tunity be provided for an under- 
standing by each individual of his 
part in carrying out the hospital’s 
many activities than is found in 
the well arranged series of staff 
conferences. 


The Hospital and the 
Public 

It is interesting to note the 
changing attitude of the public 
toward the hospital, to feel the 
loss of fear, apprehension and 
misunderstanding, and to experi- 
ence the growing interest in and 
knowledge of its affairs. One 
wonders where this is coming 
from and how it is being accom- 


nately, though the authors of 
such books may be impelled by a 
laudable desire to tell the truth, 
it must be acknowledged that the 
public receives them more 
eagerly when they emphasize 
the weaknesses in medical ser- 
vice. 


Hospital Propaganda 

As a contrast to this propa- 
ganda is the knowledge which 
each lay individual gains by his 
daily contact with physicians in- 
side and outside the institution. 
Propaganda in the form of fic- 
tion such as I have mentioned 
is like an acute illness in the per- 
son of society and may reach a 
critical state; but a strong thera- 
peutic measure to restore the 
health and build up the re- 
sistance of the hospitals as an 
agency of social health lies in 
our own individual expression of 
hospital service. 


Organization Standards 
The people with whom we are 
having contact are living in the 
midst of remarkable conditions. 
All about them are evidences of 
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higher standards of organiza- 
tion. Their daily life is being 
changed by the results of this in 
industry. The word “efficiency” 
has far outgrown technic in its 
recognized importance. The pub- 
lic recognizes readily the ex- 
pressions of good organization, 
of system, of high standards; it 
has become so accustomed to the 
features associated with such or- 
ganization that it seldom notices 
their presence but will always 
notice their absence. 


People expect high standards 
of management in hospitals, as 
elsewhere, and medical institu- 
tions are attempting to keep 
abreast of the age. 


This is probably the most 
powerful, though relatively 
silent, influence affecting us. One 
can only imagine how far it has 
produced the most palpable de- 
mands for high standards in hos- 
pitals, and how far it has inspired 
or aided the work of the Coun- 
cil on Medical Education and 
Hospitals, the American College 
of Surgeons, and the other na- 
tional organizations interested in 
making these high standards 
necessary and desirable. 


Purpose of the Hospital 

The tripartite purpose of the 
hospital, so often quoted—first, 
to care for the sick; second, to 
teach medicine, and, third, to en- 
gage in research—does not in- 
clude the extra function which 
has arisen; namely, the develop- 
ment of leadership in efficient 
organization. 


If medical education for the 
undergraduate continues to omit 
any training in the economic as- 
pects of our professional life, 
what hope is there that our 
hospitals will express to the 
public the high standard of 
efficiency which we desire, and 
which the public itself is de- 
manding more and more? In 
filling this need of economic 
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orientation as the final step jy 5 


professional efficiency, the staf 
conference can be considered , 
most important expression of the 
active desire for high standards 
of organization and operation, 


A MAN’S GREATEST 
MONUMENT 


As we learn more about ar 
and life and the things that mat. 
ter, we like less those ridiculous 
monuments which our fathers 
and grandfathers liked to eregt 
to themselves and those they 
loved, and we now consider as 
abominations the statues show 
ing a pompous looking gentle. 
man in a Prince Albert coat or 
a be-whiskered grandpa, 
looking ridiculous in a Roman 
toga. 

But a day of more fitting me- 
morials has come — memorials 
that will not be eye-sores but 
will be services, and every day 
that wills are read instances crop 
up of intelligent men who leave 
money behind to be used for the 
erection or endowment of hos- 
pitals as memorials. 

One demonstration is the will 


of Penrose Robinson, a Penn- 


sylvania banker and _ publisher 
who has left $500,000 for the 
erection of a hospital for the 
benefit of the poor of Hatboro 
and vicinity. 

The will stipulates that where 
possible no charge is to be made 
for services, and if a charge is 
considered to be proper, that 
charge shall not exceed one-half 
the customary charge in other 
hospitals. Of course the trustees 
may have difficulty in carrying 
out this half-charge thing, but 
in any event they have the money 
to erect a hospital for poor peo- 
ple, and Mr. Robinson, wherever 
his spirit may be, has the satis- 
faction of knowing that he has 
laid‘a fitting memorial for him- 
self. 
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The Presbyterian Hospital (Center), Harkness Pavilion at Left, 
Babies’ Hospital at Right 


The Presbyterian Hospital 
New York 


By George B. Lake, M. D. 


The compound word, “Big- 
Business,” was coined to express 
one of the keynotes of twentieth 
century life—the tendency to- 
ward united effort and central- 
ized control of people working 
along the same lines. Such com- 
binations eliminate much execu- 
tive expense and other factors 
of “overhead,” as well as saving 
much energy which would other- 
wise be wasted in competitive or 
duplicated effort. 

All in the Medical Center 


The gigantic Medical Center 
in New York was planned more 
or less along these lines. In it 
the three prime functions of the 
medical school and the hospital 
—the care of the sick, teaching, 
and research — are co-ordinated 
in a way which has never, here- 
tofore, been possible. 

In this group of massive build- 
ings, practically under one roof, 


are at present housed two teach- 
ing institutions (the College of 
Physicians and Surgeons and the 
School of Dental and Oral Sur- 
gery, of Columbia University), 
with their respective clinical and 
research laboratories — The 
Chemical Foundation is spon- 
soring much research work in 
the former institution — and 
eight district agencies for the 
care of the sick, together with 
the residence for the School of 
Nursing and all the various ser- 
vice departments for the whole 
group. 
The Central Building 

The central building is a sim- 
ple but imposing — structure, 
twenty-two stories high, in 
which are the two teaching insti- 
tutions, the Presbyterian Hos- 
pital, the Sloane Hospital for 
Women, the Squier Urological 
Clinic, the Harkness Pavilion 
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(for private, pay patients), the 
Babies’ Hospital, the Vanderbilt 
Clinic (for out-patients) and the 
power plant. This discussion 
will deal chiefly with the Pres- 
byterian Hospital, with some 
words regarding the Harkness 
Pavilion. 

The interesting thing about 
this institution is that, while all 
of the separate parts make up 
one co-ordinated whole, each 
part retains its own individual- 
ity to a surprising degree. 

One of the great drawbacks of 
huge and complex organizations 
like this has been that when a 
patient enters such a place he 
loses his personality and is no 
longer thought of as Thomas 
Brown, but as “Case 6 in Ward 
C.” This might readily happen 
in many 800-bed hospitals. 


Twelve Hospitals in One 


But think of a small, compact, 
one-story hospital of 64 beds, 
complete in all its parts and 
functions (except the pavilion 
for major surgery, the labora- 
tory for the more complicated 
examinations, physical therapy 
deparment and a few other high- 
ly specialized acivities), with its 
own staff of physicians, nurses, 
social service workers, etc. Then 
pile twelve such hospitals, one 
on top of another; put the major 
operating pavilion on top of 
these, with the extensive recrea- 
tion facilities, gymnasium and 
such arrangements above that; 
locate the physical therapy de- 
partment in the basement and 
the specialistic laboratories and 
rooms for private patients next 
door; tie all together by means 
of modern elevators and roomy 
corridors, and you have a gen- 
eral idea of the Presbyterian 
Hospital. 

And, not only do these twelve 
small hospitals have their own 
staffs, but these physicians fol- 
low their patients to the out- 
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patient clinic, when they leaye 
the hospital; they are kept track 
of by the social service workers 
who have come to know them; 
and, if they again require hos. 
pitalization, they go back to 
the same unit where they were 
treated before, to find familiar 
faces and sympathetic under- 
standing of their various prob- 
lems. In this manner the happi- 
ness and welfare of the indj- 
vidual patients are ministered to 
in a very real way. 
Modernly Equipped 

A description of one of the 
component small hospitals de- 
scribes them all. It is to be un- 
derstood that they are equipped 
with all modern appliances, and 
only matters which are some- 
what unusual will be dealt with 
in detail. 

The accommodations consist of 
twelve-bed and four-bed wards 
and a few private rooms. These 
are divided into three similar 
sections, each with its own 
nurses’ station and utility room, 
blanket and bed-pan warming 
closet, and other facilities. 


On Each Floor 
To each floor (or small hos- 
pital) there is a supervising 
nurse, whose station is in the 
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hall which connects the sections; 
an intern’s room; a ‘waiting 
room for visitors; a telephone 
pay station; a treatment room, 
for minor surgery and dressings; 
a service pantry and two nurses’ 
work rooms, each provided with 
a hot-and-cold cupboard, gas 
plate, ice chest (Jewett) and a 
sink with hot and cold water. 


The service pantry has a gas 
range, a Jewett refrigerator, cof- 
fee urn (W. F. Dougherty, 
Philadelphia) and a Crescent 
dishwasher, so that, in an emer- 
gency, it could function as a 
complete kitchen for the unit. 
All shelves and tables have 
Monel-metal tops. 


The treatment room is so ar- 
ranged and equipped that it can 
function as a general operating 
room, if occasion should arise. 

The copper-lined laundry 
chute has an outlet on every 
floor. All soiled linen is inclosed 
in bags before being put into the 
chute. Linen from cases sus- 
pected of being contagious and 
that soiled with pus and other 
discharges is put in a net bag 
first and then in a solid bag with 
broad blue stripes, so that it will 
be recognized when it reaches 
the laundry and receive special 
handling (disinfection) before it 
goes to the washing machines. 


A Ward in Green 


The floors of all wards are 
covered with linoleum, with a 
stripe on each side, so that the 
beds may be aligned easily and 
accurately. One ward has been 
finished entirely in various 
shades of green—floor, furniture 
and the special sanitary paper 
on the walls—in order to study 
the psychic effect on the pa- 
tients. The general appearance 
is very restful and pleasing. 

For every bed there is not 
only a bedside table, but also an 
“over-the- bed” table, ‘which 
straddles the bed (shown in the 
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view of the private room). These 
latter are kept at the foot of the 
bed, out of the way, when not in 
use, and are extremely conven- 
ient when the patient is eating, 
writing or doing other things 
which call for a firm surface 
straight before him. 

These “over-the-bed” tables 
are of steel (by the Hospital 
Supply Co. and Kny-Scheerer & 
Co.) and the tops are of molded, 
mottled rubber, fitting snugly 
over the steel, so that each looks 
like a substantial slab of onyx 
or colored marble—except that, 
in the green ward the table tops 
are black. 


Cubicle System in Wards 


Each ward has an excellent 
cubicle system (by the H. L. 
Judd Co., New York), in which 
the curtains, suspended by rings 
with fiber rollers, run on metal 
rods with depressed joints, so 
that the curtains slide easily 
around corners without any ob- 
struction. 

A library of about 1,600 vol- 
umes is manned by volunteer 
workers, who furnish book-cart 
service to all wards, two or three 
times a week. 


Operating Department 


The general operating depart- 
ment occupies the sixteenth and 
seventeenth floors (“P” and “Q,” 
as they use letters, instead of 
numbers, for the floors). The 
operating floors are on the “P” 
level, while the observation bal- 
conies open on “Q,” thus avoid- 
ing confusion. 

There are ten operating rooms, 
including the big amphitheater, 
each with its own individual 
sterilizing plant, anesthetizing 
and preparation room; all 
sound-proofed; all tiled in 
sott green to six feet and 
painted the same color above; 
and all equipped with Scialy- 
tique lights, X-ray viewing 
boxes (Cooper-Hewett illumi- 
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The McCosh Amphitheatre 


nation), counterpoised so that 
they may be slid up and 
down; and saddle seats in the 
clinic balconies. The picture of 
the McCosh Amphitheater, 
which seats 150 observers, shows 
all these features, in addition to 
which it has a stereopticon and 
silver screen (the curtains may 
be lowered, to darken the room, 
by pressing a switch on the op- 
erating level) and radiophone 
connections to every seat, so 
that the patient’s heartbeats can 
be heard by everyone in the 
room. 
Instrument Room 


There is a large instrument 
room, where all surplus instru- 
ments are kept in cases. All 
dressings are sterilized in two 
large Climax autoclaves (Hospi- 
tal Supply Co.), which open flush 
in the control room (the work- 
ing parts out of sight) and have 
Bristol recording gages. 

A stillroom, with two Barn- 
stead stills, supplies freshly- 
distilled water daily, for making 
intravenous solutions. These 
solutions are kept in a warm 
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cupboard, whose temperature js 
controlled by a thermostat, 
ready for instant use. 

All surgery on the head and 
face is done under ether, given 
intranasally and controlled by 
an anesthetometer (Scientific 
Apparatus Co., New York); but 
most of the general surgery jg 
carried out under the various 
anesthetic gases. ; 


The Oxygen Chamber 


On floor H there is an oxygen 
chamber (by the Paramount 
Welded Aluminum Products 
Corp., New York), a very in- 
genious arrangement for giving 
patients the benefit of treatment 
with this gas, without incon- 
venience. 

The chamber has space for 
two beds, with bedside tables, 
several chairs and other appur- 
tenances to make both nurse 
and patients comfortable, be- 
cause they remain in it for 
several days, sometimes. The 
doors are arranged with air- 
locks and there are hand-holes 
for passing things in and out 
without undue loss of oxygen. 
The windows of the chamber 
have neat curtains and all is as 
attractive as possible. They also 
have portable oxygen tents for 
giving this treatment in the 
wards. 

Floor R—The Recrea- 
tion Floor 


Floor R is the recreation floor. 
The music room is very pleas- 
ant—sage-green finish, trimmed 
with brick, with an excellent ra- 
dio receiver. Then there is a 
large assembly room and sola- 
riums, those to the southwest 
and southeast being glazed with 
Vitaglass to permit the passage 
of ultraviolet rays; also a gym- 
nasium, used by the hospital 
personnel and by patients at 
stated hours. 

Oh this floor is the mattress 
room, where mattresses not in 
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use are hung up, lengthwise, on 
hooks, by means of tabs pro- 
vided with brass grommets, 
fastened to one end. A fumigat- 
ing room opens off the storage 
room, where the mattresses are 
fumigated with cyanide gas. 


An Elaborate Record 
System 


The record-keeping system is 
the most elaborate and complete 
that I have ever seen. Thirty- 
five record clerks are employed 
(thirty-two girls during the day 
and three men at night), and 
they all seem to be on the job. 
A competent supervisor is in 
general charge. 

They use the unit system, 
whereby, when a patient once 
enters the hospital, his complete 
record follows him wherever he 
goes and is continuous for all 
his admissions, and the out- 
patient clinic. There are between 
40,000 and 50,000 of these unit 
histories, besides about 204,000 
out-patient histories kept in a 
different way. 

I shall not attempt to deal 
with this record system in detail, 


as it has been made the subject 
of a large and elaborate booklet 
which can, no doubt, be obtained 
from the hospital authorities by 
those who are interested. It is 
worth studying. 

The service department pre- 
pares and serves 5,000 meals a 
day. The menus are made out a 
week in advance. A dietitian is 
assigned to each two floors, who 
orders the number of portions 
required by the patients under 
her charge, which are taken to 
the ward in electrically heated 
and insulated food conveyors 
(by the Colson Co., Toledo, and 
Du Parquet, Huot and Moneuse, 
New York). These are heated 
up forty-five minutes before meal 
time, by plugging into a wall 
outlet, and will keep hot for one 
to two hours. Cold foods are 
conveyed in a box underneath. 

In the Kitchen 

In the kitchen, all table-tops 
and hoods are of Monel-metal. 
There are small, steam-jacketed 
kettles of Wear-Ever aluminum 
for making sauces, jellies, etc., 
that require heat; also two for 
soups, two for gravies and a 
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cereal cooker. Crescent dish- 
washers are used throughout the 
institution. 

Meat, to the extent of 30,000 
pounds, is used each month. 
Four ice boxes take care of raw 
and cooked meats, smoked meats 
and fish. 

‘The service department re- 
quires 142 employees. 

The special diets on prescrip- 
tion are carefully calculated and 
weighed when they go out, and 
the residue remaining is 
weighed when the dishes come 
back, so that the doctors know 
exactly how much their patients 
are eating. The trays are set up 
in the diet kitchen, so that the 
patients eat out of the contain- 
ers in which the food is con- 
veyed. ‘I'he Colson people made 
the carts used for this purpose, 
which are hot below and iced 
above. 


The Private Pavilion 


The Harkness pavilion for pri- 
vate patients is beautifully ap- 
pointed and has a separate en- 
trance. The reception room is 
luxurious. One floor is run as a 
hotel, with a separate restaurant, 
for members of the family and 
friends of patients in the hos- 
pital. There are 185 beds in the 
pavilion, and the rates begin at 
$8 a day. The kitchen and din- 
ing room are separate from those 
of the rest of the institution. In 
the diet kitchen on each floor are 
individual ice boxes for any deli- 
cacies which may be brought in 
to patients by friends. 

An unusual feature of the 
Harkness Pavilion is the provi- 
sion of suites of private offices 
for members of the staff who 
wish to see their private patients 
here, instead of maintaining of- 
fices in the city. For this group 
of offices there is a small private 
laboratory, waiting room and a 
separate admitting and informa- 
tion office. 


Hospital Topics & Buyer 


The physical therapy depart. 
ment is in the basement. The 
main treatment room can handle 
150 patients a day and is con. 
ducted by six full-time techni. 
cians and one on half time. Ajj 
treatments are given on the pre. 
scription of a trained physician, 
There are eight diathermy ma- 
chines, six small and one large 
thermalites, two deep-therapy 
lamps, six small and three large 
infrared lamps, two Morse wave 
generators and three static ma- 
chines. Fifteen tables are appor- 
tioned in two sections, for males 
and females. 


Ultraviolet Treatment 

The ultraviolet room has four 
Burdick quartz-mercury lamps, 
suspended from the ceiling, so 
as to cover eight tables. This 
room is in use all day long, men 
being treated in the morning and 
women and children in the after- 
noon. Treatments are given at 
six-inch distance and are accu- 
rately timed. The control board 
is outside, and there is a glazed 
window through which the oper- 
ator can watch the patients. 
Each patient has his own towel 
and sheet, and these are kept in 
numbered compartments in a 
cupboard, when not in use. 

The hydro department is 
equipped with three electric light 
cabinet baths, a needle shower 
and a Crane Scotch douche ma- 
chine. In addition to these there 
are two arm and one leg whirl- 
pool baths, an Ille portable 
whirlpool (Electric Corp., New 
York) and two immersion tubs, 
all controlled by thermostats. 

The general patients pay $1 
for each visit to the physical 
therapy clinic (or what they are 
able to pay). Private patients 
pay $5 a visit. 

A special feature of the insti- 
tution is the eleven-story “axis,” 
which, connects the hospital di- 
rectly with the research labora- 
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tories of biology and medicine, 
of Columbia University, offering 
a type of scientific service which 
is quite without parallel. 

Here, then, is a co-ordinated 
center for all types of medical 
and surgical service, equipped 
with every modern device for 
efficiency in service and offering 
facilities for the care of the sick, 
of unexampled magnitude and 
completeness. 

One awaits with interest to 
observe whether the results ob- 
tained will be superior to those 
in less pretentious institutions. 


THE PATIENT’S BURDEN 

Just how much of the expense 
of maintaining a hospital should 
enter into the fee charged the 
patient is a question that each 
hospital tries to solve for itself. 
Wanting to be fair to all con- 
cerned—the patients, the doc- 
tors, and the hospital itself—it 
becomes a complicated and diffi- 
cult matter to handle correctly. 

After surveying and carefully 
studying the situation, the Mich- 
igan State Medical Society 
makes the following recom- 
mendations regarding hospital 
financing. 

1. That the original cost of 
buildings and of additions and 
other capital expenditures should 
be provided for from outside 
sources. 

2. That the articles of incor- 
poration should be such as to 
free the institution from all 
taxes. 

3. That governing bodies 
should endeavor to see that the 
business affairs of the’ hospital 
are conducted in an expert man- 
ner, looking always to the pres- 
ent needs and future develop- 
ment, keeping the “bad debts” 
item within 5 per cent. 

4. All unnecessary financial 
burden should be removed from 
the patient’s shoulders. 

5. A part of the expenses 
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of the nurses’ training school 
should fall on shoulders other 
than the patient’s. 

6. A part of internes’ mainte- 
nance seems a proper one for 
the patient to bear, but any ex- 
traordinary educational expense 
may well be placed elsewhere. 

7. The cost of research and 
educational advantages for the 
staff should, if possible, be met 
from sources other than that of 
the patient. 

8. Minor new equipment, re- 
placements, etc., would all seem 
to be properly borne by the pa- 
tient. 

9. Many miscellaneous ex- 
pense items are now improperly 
allocated. 

10. Out-patient department 
costs, if carried at less than 
maintenance, should not be a 
general hospital burden to be 
borne by patients occupying the 
hospital. 

General—That the patient pay 
the cost of the particular accom- 
modations that he occupies (as 
near as can be calculated) and 
his extras, and that those in bet- 
ter accommodations should not 
pay any part of the way of those 
in simpler ones. 

Admitting that charity work 
has a strong bearing on the 
matter of hospital financing, the 
Michigan committee says: “In 
the last analysis the judgment of 
the doctor as to whether the pa- 
tient is entitled to charity, or 
part charity, which is contem- 
plated, should be paramount in 
the decision, and that both hos- 
pital and profession should rec- 
ognize his right to make an ad- 
verse decision, and that it is his 
duty to go over all data pertain- 
ing to the patient’s finances be- 
fore passing judgment.” 

The committee recommends 
that a minimum family budget 
of expenses be computed for the 
particular community the hos- 
pital serves. 
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This writing habit is a pecu- 
liar turn of mind. By some 
quirk of chance or unknown con- 
volution of the gray matter, the 
youthful mind begins to think 
in phrases almost, as has been 
said of the poet, “to lisp in num- 
bers.” Events and scenes and 
persons as they pass through 
the pageantry of life suggest de- 
_ scriptive words and phrases. 

To the writer there is a sound 
and a tingle in a word—a tune 
in a phrase—a melody in a para- 
graph. It is a habit of mind 
which gives a lot of enjoyment 
and a lot of trouble—an art that 
is a hard mistress, that keeps 
you striving and toiling after lit- 
tle tricks of description that the 
rest of the world may think in- 
consequential. 

And then there is a time like 
today—a hot, summer day in 
the city when writing is a bore, 
a drudgery, an unrequited toil. 
And you read some lines, like 
those by Colette M. Burns: 
Why read a book when there are 

birds 
Printing clear and breezy words 
Upon the clouds’ white pages? 

When 
A busy robin and a wren 
Are syllables of ecstasy? 

A line of swallows on a tree, 

Or wire, is a sentence, long 

And sweeping. A flying flock’s a 
strong 

Paragraph, while in the air 

Is quilled elaborately a rare 
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Illumined manuscript in gold | 
And green. And say what book aim 
can hold q 

More fascination and delight 
Than birds in migratory flight} 
And you cry, “Right. To them 
deuce with this business of con-am 
fining walls and desks and work 
tables and papers and printing @ 
Let’s to the open places, some @ 
happy hunting ground of the¥ 
tired mind, where trees whisper 
and birds sing madrigals, and @ 
the white, high mounting clouds J 
pile up and up into the infinite J 
blue, and a cleansing wind 
sweeps in from the immensity } 
of horizon-reaching stars.” i 
But alack for the poor writer. ¥ 
You know before you go that@ 
even the most glorious scene¥ 
will but serve to bring back theg 
scribbling itch, and color and] 
scent and sound be but a means 
to induce the mind to conjure 
up phrases of description or 
drudge with words that will put? 
on cold white paper a shadowy 
of the warm phantasy of tree§ 
and hill. 
So the cobbler to his last and@ 
the scribbler to his pen, the 
farmer to his plough and the 
bookworm to his den. Let’s out 
and away, a-vagabonding for a 
day, under summer skies and@ 
play a little, for summer flies¥ 
and again comes dreary winter 
and long days when work will 
call upon those reserves we now § 
build up in simple journeyings@ 
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Patient Types... 
The Obese Patient 


is frequently in the chronic constipated class because 
of the factors of dietary excesses and lack of exercise. 

The general form of treatment calls for a regimen 
of exercise and diet. Petrolagar is a very important 
aid in the management because, being unassimilable, 
it is impossible for it to increase or produce obesity. 

Petrolagar restores normal peristalsis without 
causing irritation, producing a soft-formed consist- 
ency and real comfort to bowel movement. 


P. etrolagar affords a valuable aid 
to diet and exercise in bringing 
abouta restoration of normal bowel 
movement—the effect being purely 
mechanical. 

Petrolagar simply acts by per- 
meating the intestinal content to 
produce a soft-formed, yielding 
mass in the bowel. 

Petrolagar, a palatable emulsion 
of 65% (by volume) pure mineral 
oil emulsified with agar-agar, has 
many advantages over plain mineral 
oil. It mixes easily with bowel 
content, supplying unabsorbable 
moisture with less tendency to 
leakage. It does not interfere with 
digestion. 

Petrolagar restores normal per- 
istalsis without causing irritation, 
producing a soft-formed consis- 
tency and real comfort to bowel 
movement. 


Write for information about 
the Hospital Dispensing 
» Unit for hospital dispensing only , 


Petrolagar Laboratories, 
tes, 
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Dependable Diagnosis 


HE roentgenologist who has built up a reputation 

for dependable diagnosis is rendering a service 
of distinct value in his community —a service that is 
indispensable. 

Victor X-Ray Corporation takes real pride in de- 
veloping and manufacturing apparatus of a quality 
and efficiency that meets with the most critical re- 
quirements, and insuring continual satisfaction to its 
users through an intelligent service by a competent 
field personnel. The best investment from the very 
beginning, and the most economical in the long run. 


VICTOR X-RAY CORPORATION 


Manufacturers of the Coolidge Tube m) Physical Therapy Apparatus, Electro- 
and complete line of X-Ray Apparatus ial Ml cardiographs, and other Specialties 


ke. 
2012 Jackson Boulevard Branches in all Principal Cities Chicago, Illinois, U.S.A. 
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to the open places that God 
made for men and women who 
are tired and need refreshment, 
close to the earthy earth of which 
they were born. 


CARELESS CONVERSA- 
TION AND LOOSE 
THINKING 

The man who spends his life 
in a cave or on a lonely moun- 
tain peak may do some heavy 
thinking, but what good is it to 
anybody? Moreover, how does 
he know he is thinking straight 
if he never compares his thoughts 
with those of other intelligent 
beings? 

That is one of the best things 
about society meetings and con- 
ferences with other workers in 
one’s line. If we want to talk 
with people who know, we have 
to know, too, and must be able 
to express our ideas in a reason- 
ably dignified and understand- 
able manner. 

Many of us have to do a good 
deal of talking with people who 
have not had our educational ad- 
vantages, and if we “talk down” 
to them we not only get into 
slovenly habits ourselves, but we 
miss a great opportunity for 
helping them. We must not be 
too “highbrow” or they may not 
understand us, but we can speak 
accurately and clearly, though 
simply, and by so doing we will 
raise their standard of perform- 
ance. 

The worst aspect of the habit 
of careless talking turns upon 
the fact that our words express 
our ideas, and if we permit our 
conversation to become slovenly, 
it will not be long until we find 
ourselves thinking in a loose and 
slipshod way. 

The best corrective for bad 
habits of this sort is to express 
one’s ideas, in the presence of 
those who have the knowledge 
and intelligence to know whether 
we have anything worth while to 
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say and are saying it with force, 
accuracy and elegance. This may 
be done by the written or spoken 
word. Both methods have great 
value. 

A hospital is judged largely by 
the people who administer and 
operate it, and if these persons 
are careless or vulgar talkers the 
impression made on the public 
is poor. The hospital should be 
a center of education and prog. 
ress, and if it is to take that place 
in the community, the folks who 
run it must speak with sound- 
ness, clarity and judgment. This 
will not only do the public and 
the institution good, but will per- 
ceptibly raise the mental status 
of the ones who do the talking 
or writing. 


TARIFF ON SURGICAL 
INSTRUMENTS 

The tariff bill reported to the 
House of Representatives by its 
committee on ways and means 
recently proposes to increase the 
ad valorem duty on surgical in- 
struments from 45 per cent to 0 
per cent, and on dental instru- 
ments from 35 per cent to OU per 
cent. it names forceps, hypo- 
dermic needles and hypodermic 
syringes as surgical instruments. 
‘The specitic duties uryed by 
American makers of suryical in- 
struments, to supplement the 
ad valorem duty, are not pro- 
vided for in the bill. How far 
amendments will be tolerated in 
the course of the passage of the 
bill by the House is uncertain. 
Telegrams to Kepresentatives, 
protesting against the proposed 
increase in the duty on surgicak 
instruments, will be helpful, 
however, in paving the way for 
the adoption ot an amendment 
to prevent that increase, if 
amendment is possible under the 
rules ot parliamentary procedure 
adopted by the House to facili- 
tate the passage of this bill— 
A. M. A., May 18, 1929. 
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They’ve O.K’d the Answer 


Roentgenology, ever progressive, demanded a new X-ray 
apparatus in the form of a power plus transformer supe- 
rior to anything in use. 
The new Keleket 100-100 Peak Volt Apparatus 
is the answer. Leading Roentgenologists of the 
nation put it to these tests: 


Increased Speed Better Control 
Greater Efficiency 


Now they have O.K’d the answer 
... there’s a new urge in Kele- 
ket sales records. You'll find 
a detailed description of all 
three models in Bulletin 
No.17.Sent on request. 


THE KELLEY-KOETT MFG. CO., INC. 


211 West Fourth Street 
Covington, Kentucky 


“The X-ray City”’ 
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Hospital Purchasing 


A Few Helpful Suggestions for Purchasing 
Perishables 


By Anna E. Boller, Consulting Dietitian 


In the first article of this series 
on hospital purchasing, the ques- 
tion of who should do the pur- 
chasing was discussed, and the 
conclusion was that whenever 
possible the dietitian should be 
responsible for the purchasing 
for her department because she 
is responsible for the finished 
product, and therefore would 
buy qualities of food which best 
serve her purpose. 


Visiting the Market 

This is especially true in the 
purchasing of perishable foods. 
The best way to purchase fruits 
and vegetables is by visiting the 
market. Daily shopping is often 
advisable, although two _half- 
days each week will in many 
cases suffice. 

Storage facilities will gener- 
ally have to determine how often 
it is necessary to go to market. 
Also the location of the institu- 
tion has a great deal to do with 
deciding this matter. 

For instance, where storage 
facilities are ample, and the hos- 
pital is so situated that it is pos- 
sible to buy certain foods in 
large quantities, it has been 
found to be much cheaper, espe- 
cially if the hospital is located in 
a rural district where certain 
commodities may be purchased 
directly from the producer 
and be stored until later in the 
year when the prices are very 
apt to be high. 

The person who is doing the 
ordering should not only see the 
goods in the market or at the 
producers, but should also in- 
spect them on delivery and re- 
ject all that are not of the qual- 


ity ordered. Quantities should 
also be carefully checked. 


In purchasing perishables, it is 
wise to know the source from 
which they come —that is, the 
outstanding crop, and _ the 
months in which they are avail- 
able, also the peak of production, 
A wise purchasing agent will 
know how they are grown and 
the various methods of classifica- 
tion, the size of the containers 
and the methods and amounts 
used in packing. 


Lettuce as an Example 


It is impossible, in the limited 
space which we have, to discuss 
in great detail the purchase of 
vegetables. Much has to be 
learned by experience. Let us 
consider lettuce as typical, as 
this will give us some idea of the 
vast amount of knowledge that 
it is possible to have in regard 
to any one of the perishable 
foods. 


The outstanding crop of let- 
tuce comes from California, Flo- 
rida, Western New York, South 
Carolina, Michigan and Arizona. 
Lettuce is now an all year 
around crop, with the lean 
months of production in July, 
August and September. The 
greenhouse lettuce has supple- 
mented considerably with as 
much as 40,000 to 50,000 tons an- 
nually. Lettuce is classified in 
a number of ways. One of them 
being on the basis of season: 


Spring lettuce has thin, tender, 
easily torn leaves. These are not 
suitable for garnishes or salads 
which have to stand long. 


| 
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Summer lettuce can withstand 
considerable heat. 

Winter lettuce can withstand 
low temperatures. It is tough 
and very good for salads which 
have to stand for a long time. 


Many Varieties of Lettuce 

There are 125 varieties grown 
in the United States, ten or 
twelve of which are important. 
A knowledge of these should be 
acquired through an actual com- 
piling of data. In buying lettuce 
it is wise to buy it according to 
the needs, the size and variety 
being kept in mind. Some let- 
tuce has more of the outside 
leaves than others, depending on 
the method used in picking. 
These are classified as the care- 
fully cut and the commercial cut, 
the latter having many more of 
the outside leaves than the 
former. 


The above is a very sketchy 
outline of information available 
on one of eighty vegetables to be 
found in our markets. A study 
of fruits would reveal a similar 
vast amount of information. 


Selecting Meats 

In none of the perishables is it 
possible to find such a trap for 
the inexperienced as in the buy- 
ing of meats. All meats should 
carry the stamp of the federal or 
state inspector to insure that 
they are fresh and of good 
quality. 

Where possible, it is wise to 
inspect the meat at the packing 
house and mark it with an indel- 
ible ink to be sure that the selec- 
tions made will be delivered. 
Sometimes a packing house will 
substitute cheaper quality meat 
than the one selected by the pur- 
chasing agent. Of course, no 
first class house would do this, 
but the inexperienced buyer 
does not always go to the first 
class packer. 

Meats, of course, are cheaper 
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when sold by the whole carcass, 
but very often an institution wil] 
not need all of the expensive 
cuts of meat of one steer, and 
may need more of the cheaper 
cuts, in which case they will have 
to use a part of the expensive 
meat very uneconomically, in 
order to use it up. On the other 
hand, there may be too little of 
the better cuts, and the inferior 
cuts have to be used where the 
better ones should be, thus bring- 
ing about dissatisfaction on the 
part of the patient. Tt is this 
wrong quality that often runs up 
meat costs. It is cheaper in the 
long run to know the cuts 
needed, and if possible order 
those cuts that are not too good 
and not too poor for the need, 
This will make a great reduction 
in the cost of meats. The fol- 
lowing are a few specific state- 
ments which may be _ helpful 
when purchasing meats: 


Beef Cuts 

Beef—that is, corn-fed steers— 
should be well rounded in the 
hind leg and the loin should be 
plump in the forequarter, with 
the suet well distributed. When 
only the hindquarter is pur- 
chased, it is well to choose the 
left side, as the kidney suet is 
several pounds lighter. In young 
animals the pelvic bone has much 
softer cartilage than in older 
animals. The general state- 
ments made for beef apply also 
to mutton and veal. 


There are a number of good 
articles which will give the spe- 
cification for special cuts of 
meat. These can be found in 
any of the good books on pur- 
chasing. 

Poultry 

Specifications for poultry 
should require that it be fresh 
and in a good state of nutrition, 
and ice-packed at least during 
the summer months. 
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It is possible to buy chickens 
which vary only a few ounces. 
The style is determined by the 
feeding. Milk-fed chickens have 
a light flesh and creamy fat, while 
the grain-fed have a darker flesh 
and dark fat. The method of 
picking should also be taken into 
consideration. Chickens are 
classified according to age and 
sex. Broilers, six to twelve 
weeks; fryers, four months; 
roasters, young full-grown two- 
year males, etc. 


It has been found that in tur- 
keys two seven-pound hens will 
serve to better advantage and 
give clearer meat than one four- 
teen-pound tom. often 
means a saving of as much as 
15 per cent. 

Time does not permit going 
into the question of purchasing 
fish to any extent. Fresh fish 
fillet reduces cost approximately 
50 per cent, and labor and gen- 
eral inconveniences of dressing 
about 100 per cent. 


Purchasing Milk 

In purchasing milk, it is often 
wise to buy from two firms in 
case the supply from one is cut 
off. Vhen there will be no han- 
dicap, as it will be possible to 
be accommodated through the 
other firm. Milk should be 
checked occasionally to be sure 
that the dairy company is living 
up to the specifications required 
by the state. This is especially 
true in the small hospital, as 
they are apt to get their supply 
either direct from the farm or 
from a source under less careful 
supervision than in the large 
city where the supply is so care- 
fully checked by the Health De- 
partment. 

These specifications have been 
laid down—that milk should be 
pasteurized and not more than 
thirty-six hours old when deliv- 
ered at the hospital; that it 
should be free from preserva- 
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tives and kept at a sufficiently 
low temperature to prevent sour. 
ing; that the bacteria . count 
should be below 50,000 per cubic 
centimeter. There should be 
3%% butterfat and not less than 
12% milk solids. The milk 
should come from cows that are 
in a good condition of health, 
and that all sanitary measures 
are taken to keep the milk free 
from contamination. The speci- 
fications for certified milk usual- 
ly state that the bacteria count 
must not exceed 10,000 per cubic 
centimeter and that the butterfat 
should not be less than 4%. 


Buy Butter Direct from 
Creamery 

In buying butter it is wise to 
buy direct from the creamery. It 
is not always cheaper, but usu- 
ally a better product is obtained, 
Bulk butter has been found to be 
much more economical, but it is 
possible, and sometimes advis- 
able, to buy individual bars and 
even individual prints, which 
may vary from 24 to 42 pieces 
per pound. The standard has 
been set up by the U. S. Depart- 
ment of Agriculture for grading 

butter. This is as follows: 


Package: 5% 


All butter should grade not less 
than 90 points according to this 
standard. 
Eggs 

Eggs are probably one of the 
most difficult commodities to 
purchase. It costs a little more, 
to buy direct, but otherwise this 
seems to be the best way as they 
can be shipped daily, or every 
other day, if this seems neces- 
sary. It is wise never to buy 
more than enough for two or 
three days, and a record of the 
date of purchase should be kept, 

(Continued on page 76) 
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Here’s A Real Opportunity 
To Determine Syringe and Needle Quality 


This is an advertisement. In it we could 
use the space to list the merits of the VIM 
Emerald Syringe. We could say (1) that it 
is free from jumps and jerks and is velvet- 
smooth of operation, (2) that it is perfectly 
balanced, (3) that it is leak proof, (4) that it 
is strongly flanged to ensure firm grasp, (5) 
that its needle taper is ground to accurate 
micrometer measurements, (6) that it is made 
of unique non-soluble glass, emerald in color 
to distinguish it from ordinary glass syr- 
inges, etc., BUT 


The true demonstration of syringe or 
needie quality is in the using. Therefore, 
rather than simply say so,.we want to show 
you the outstanding superiority of VIM. 
Thus, we invite you to take advantage of the 
following 


“GET ACQUAINTED” OFFER 


If you will fill in and return the attached 
coupon, we will send you one dozen VIM 
Emerald Syringes and VIM genuine Firth 
Stainless Steel Needles, under these terms: 


We will bill you, on order, wherever pos- 
sible, through your regular surgical instru- 
ment dealer. But, if at the end of thirty days, 
they do not prove the most uniformly perfect 
syringe-needle units you have ever used, 
simply return the merchandise, and a credit 
will be issued for the full amount. The at- 
tached coupon makes it easy for you to avail 
yourself of this liberal offer. 


For best results use VIM Stainless Steel Needles with 
VIM Emerald Syringes. Then you will always 
get the same perfect operation. 


» 


MacGregor Instrument Co. 
Dept. H8, Needham, Mass. 


Send me the dozen VIM Syringes and Needles as per the above terms. 


Syringe Sizes Needle Sizes 


Name of Institution 
Address 
Ordered by 


Dealer’s Name 
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POISONOUS GAS AND THE 
USEFUL ANESTHETIC 


At the time of the Cleveland 
disaster, the newspapers, as us- 
ual, got their scientific terms 
mixed up, and various descrip- 
tions of the poisonous fumes, 
such as nitrogen peroxide, nitro- 
gen dioxide and sometimes ni- 
trous oxide, might have created 
some fear in the mind of the 
hospital executive as to the use 
of nitrous oxide as an anesthetic. 

The following explanation of 
the differences in the gases orig- 
inated in the laboratory of the 
Ohio Chemical & Manufacturing 
Co. will be of interest to hos- 
pitals: 

In view of the conflicting 
statements which been 
made in some of the articles ap- 
pearing in the newspapers re- 
garding the nature of the gas 
which caused so many fatalities 
in the recent Cleveland Clinic 
disaster, the research laboratory 
of the Ohio Chemical & Manu- 
facturing Co. wishes to make a 
public statement to correct these 
inaccuracies. 

It is regrettable that due to the 
similarity of the chemical names 
of the oxide of nitrogen that 
many of the country’s foremost 
experts have been misquoted. 
The poisonous nitrogen dioxide, 
sometimes called nitrogen per- 
oxide, has been confused with 
the indispensable anesthetic, ni- 
trous oxide. 

When large amounts of cellu- 
lose nitrate film are burned, par- 
ticularly with a restricted air 
supply, large quantities of poi- 
sonous nitrogen dioxide, along 


with carbon monoxide and 
traces of minor impurities are 
given off. 


Nitrogen dioxide is a gas, the 
color and density of which vary 
with its temperature. At room 
temperature it is an orange yel- 
low gas 2% times as heavy as 
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air. As the temperature rises 
the color increases in tensity and 
the density decreases until at 
284 degrees Fahrenheit the gas 
becomes black in color and js 
at this point about 1 1-3 times as 
heavy as air. This peculiar color 
change, varying with the tem- 
perature, explains the different 
colors reported by various ob- 
servers. The density and color 
changes are the result of the 
fact that as the gas is cooled 
two molecules combine to form 
a double molecule. 

Due to the fact that this gas 
is heavier than air, the cloud of 
gas at the Cleveland Clinic 
building hung low and slowly 
dispersed, thus poisoning those 
who came in intimate contact 
with it, among whom were 
many spectators. 

One part of nitrogen dioxide 
in 10,000 parts of air is danger- 
ous for short exposures, while 
2% parts per 10,000 parts are 
fatal. Nitrogen dioxide is one 
of the most insidious of all the 
toxic gases, for it is character- 
istic that one may inhale its 
vapors in small amounts and 
feel no immediate ill effect. How- 
ever, before many hours have 
elapsed edema of the lungs may 
develop and the victim will 
drown in his own body fluid, 
which has been poured out into 
the lungs. 

On the other hand, nitrous 
oxide, sometimes called “laugh- 
ing gas,” is a colorless, taste- 
less, non-toxic gas of a slightly 
sweetish odor, has no irritating 
action and is used extensively 
for surgical operations. Nitrous 
oxide is recognized as the saf- 
est general anesthesia known to- 
day. The harmless nature of ni- 
trous oxide is revealed by the 
fact that it requires a concen- 
tration from 70-95 per cent of 
the gas to produce anesthesia, 
and is used by every modern 
dentist and in practically every 
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NONSPI 


(A pure antiseptic liquid) 


for Axillary Hyperidrosis is more 
than a mere deodorant. NONSPI 
destroys armpit odor and also re- 
moves the primary cause—exrcessive 
perspiration. Excreted elsewhere 
through the skin pores, this same 
perspiration gives no offense because 
of better evaporation. 

are Physicians, surgeons and nurses find the regular use of 
NONSPI insures immaculate underarm hygiene and per- 


om sonal comfort so essential to those who come in contact 
the with the ill and sensitive. 


MAIL COUPON FOR SAMPLES 


and THE NONSPI COMPANY Send free NONSPI 
2693 WALNUT STREET 
KANSAS CITY, MISSOURI samples to: 
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hospital where a major surgical 
operation requires prolonged 
anesthesia. 

The published inaccuracies 
mentioned above are especially 
regrettable, inasmuch as Cleve- 
land is the world’s center for the 
manufacture of nitrous oxide. 


THE OLDEST HOSPITAL 

It is hardly conceivable that 
there is in the United States a 
hospital which dates as far back 
as 1771—which saw the redcoats 
in Manhattan, which was there 
when Gen. Howe faced Wash- 
ington on the Hudson. 

But there it is—the New York 
Hospital, operating on a charter 
which was granted by King 
George III of England in 1771. 
And this ancient and honorable 
institution has just completed 
its 157th anniversary and, thanks 
be, it still has a deficit, keeping 
up with the glorious hospital tra- 
dition that a hospital which is 
properly managed and doing a 
good service to its community 
should wind up each year witha 
deficit. 

But old as it is, this institution 
is still growing and ambitious 
and still doing an immense 
amount of charity work. During 
1928 the hospital was operated 
at a deficit of $163,264, proud of 
the fact that about 45 per cent of 
its ward service was given free 
to needy patients, and also about 
40 per cent of its out-patient 
service. 

Hopeful of greater work 
ahead, the hospital has just 
started construction in co-opera- 
tion with Cornell University of 
a great medical center on the 
East river. 

May it live and grow and be 
giving service when our day and 
age are ancient history. 


Character is not ready made, 
but is created bit by bit and day 
by day.—Edna Lyall. 
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SWEET CHARITY 

“...And the greatest of 
these is charity,” says the Bible 
in comparing the virtues of man. 
Of course anyone connected 
with a hospital soon comes to 
know the meaning of the word 
“charity” by reason of very 
close association with suffering 
humanity. But when it comes 
to the general public, one finds 
a great ignorance of the char. 
itable work that the average 
hospital is called upon to per- 
form. 

As Dr. M. F. Steele, supt. of 
the Methodist hospital in Fort 
Wayne, recently stated: “Some 
people believe hospitals are 
operated solely for profit and 
others think the hospitals get a 
big revenue from accident cases 
alone. On the contrary, hospi- 
tals lost $11,500,000 last year on 


accident cases alone. 


“Still further evidence ol the 
widespread belief of even public- 
spirited citizens that hospitals 
are profit-making institutions 
and that they are well able to 
finance themselves, is shown in 
a survey ot contributions to 
various benevolent enterprises. 
This survey showed that only 
74 contributors, on an average, 
made a gift for hospital pur- 
poses, out of every 1,000. In 
other words, 926 donors passed 
the hospital by and gave to 
churches, organized charities, 
etc.” 

Doctor Steele goes on to point 
out that the relief of human suf- 
fering and the restoring of self- 
support and independence 1s 
one of the greatest charities that 
can be performed; that by re 
turning the wage-earner to his 
job, the hospital reduces the 
number of persons dependent on 
public support, thus making the 
coininunity prosperous, 


helping reduce taxes, and all in 
all, pointing out to the public 
that charity begins at home and 
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WHEN THE 
ROAD 
RECOVERY 


CONVALESCENCE demands 
the utmost in recuperative pow- 
er... . That is why Horlick’s 
the Original Malted Milk is used 
with such universally good re- 
sults when the patient is on the 
road to recovery. 

It supplies nutrients most 
needed for the rebuilding of 
health and strength. By the ex- 
clusive Horlick process, these 
food elements are rendered eas- 
ily and quickly assimilable. For 
samples, address—HORLICK— 
Racine, Wis. 


HORLICK’S 


THE ORIGINAL 


MALTED MILK 


STERLING 
and 


VICTORIA 
Vegetable 


Peelers 


. .. are known for 
their peeling efficiency 
. . no bruising of 
vegetables . . . long 
life and dependability. 
Any user will tell 
you so. Testimonials 
from all over the 
world prove this 
statement. 

You will never be 
satisfied with less 
than a STERLING 
or VICTORIA Veg- 
etable Peeler. 


Dealers Everywhcre 


JOSIAH ANSTICE & CO., INC. 


135 Humboldt St., Rochester, N.Y. 


110 East 42nd St., New York City 327 So. LaSalle St., Chicago, Ill. 
943 Russ Bldg., San Francisco, Cal. 
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that every contribution to the 
hospital is an indirect aid to the 
community at large. 

“Kven the privately owned 
hospitals,” says Doctor Steele, 
“give service, as far as their re- 
sources permit, to the poor and 
in cases ot emergency. In spite 
of this, however, they neither 
ask nor expect the conununity 
to contribute to their support. 

“The great body of non-profit 
hospitals look to the community, 
however, for financial assistance, 
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because they have no private re- 
sources or tunds of any kind, 
and they are so chartered as not 
to be able legally to make a 
profit for anyone. 

“With the help of progressive 
citizens who are learning the 
real value of hospitals, the pub- 
lic is gradually becoming in- 
formed of the important work 
hospitals do and is beginning to 
take a more friendly and less 
critical interest in hospitals.” 


The Hospital Book Shelf 


By A. P. O’Callaghan 


It has been stated that much 
of the credit for recent progress 
in medical practice belongs to 
the work of the pathological lab- 
oratory. 

It has helped to solve many of 
the most complex problems of 
diagnosis which hitherto have 
completely baffled the physi- 
cian. 

In saying this we do not wish 
to infer that laboratory tests 
have or ever will replace the 
bedside examination, but they do 
serve to supplement the informa- 
tion derived from history taking 
and tabulation of significant signs 
and symptoms. 

Obviously the practical value 
of the clinical laboratory is de- 
pendent upon two factors: the 
intelligent conscientious 


work of the individual making 
the tests and, equally important, 
the use of correct procedures. 
Realizing the need for accur- 
acy and strict observance of cer- 
tain precautions in technic, Dr. 


Russell L. Haden, Professor of 
Experimental Medicine, Univer- 
sity of Kansas, School of Medi- 
cine, has prepared a practical 
manual for the guidance of phy- 
sicians and laboratory workers, 
entitled 


Clinical Laboratory Methods 


By Russell Landram Haden, M.A., M.D., 
317 pages, illustrated. Third Edition. 
C. V. Mosby Company. Price $5.00. 


No attempt has been made by 
the author to write a textbook. 
He sets forth both the principles 
underlying the various tests and 
the methods of laboratory pro- 
cedure, but he does not seek to 
interpret results. That is not his 
province. 

Each test whether it be quali- 
tative or quantitative is set down 
in clear, step by step fashion so 
that there can be no confusion 
in the mind of the student. 

Where it is deemed necessary, 
helpful illustrations are supplied 
showing apparatus, technic, re- 
sults of tests, etc. 
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Prescribe 
a Dentifrice That Is Safe 


When you feel it your duty to prescribe a dentifrice, you 
can feel entirely at ease when you suggest Revelation. 

Revelation is utterly safe. It won’t irritate even the most 
delicate oral tissues or tooth structure. There is absolutely 
no ingredient in Revelation that could do anyone any harm 
—not one. 


Send your card 
now for the full 
size can of Reve- 
lation, without 
charge, for testing 
purposes. 


We are now sup- 
plying small sam- 
ples of Revelation 
Tooth Powder for 
dispensing pur- 
poses. 


Designate wheth- 
er trial can, sam- 
ples or both are 
desired. 


Revelation never contains glyc- other corrosive compound is never 
erine because we don’t think that found in Revelation. 
glycerine is good for the gums. 
In fact glycerine is one of the Revelation brings out the nat- 
most powerful dehydrants known ural beauty of the teeth with ab- 
to medicine and is an irritant. solute safety. What more can a 
Grit, chlorate of potash or any dentifrice safely do? 


Revelation for Teeth and Gums 
Never in paste form 


AUGUST E. DRUCKER CO., 2226 Bush Street, San Francisco, California 
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Perhaps the most notable chap- 
ter in the book is that devoted to 
serological technic which in this 
present third edition includes the 
Kahn Precipitation Test for 
Syphilis as well as the Kolmer 
Wassermann technic. 

This new third edition of a 
previously successful book will 
be welcomed because it is right 
up to the minute and contains 
some entirely new procedures 
as well as modifications of old 
methods. 


No doubt the majority ot phy- 
sicians are thoroughly familiar 
with Dr. Arthur E. Hertzler’s 
comprehensive volume on the 
thyroid gland. Those who have 
studied and profited by his cour- 
ageous and illuminating discus- 
sion of the various aspects of 
the goiter problem will be 
pleased to know that he has com- 
pleted a new second edition 
which has been entirely rewrit- 
ten, and which in many important 
respects surpasses the first. 

Here is the title, etc. 


Diseases of the Thyroid Gland 


By Arthur E. Hertzler, M.D., 286 pages, 
illustrated. The C. V. Mosby Company. 
Price $7.50. 

Doctor Hertzler has had an 
unusual opportunity for careful 
and intensive study of every 
aspect of this many-sided sub- 
ject. 

He is attached to a compara- 
tively small hospital where he 
can follow up his investigations 
more thoroughly than might be 
the case in a larger institution 
and where he has found it pos- 
sible to work untrammeled by 
the opinions of others. 

He has been able to study the 
patient in the clinic, and the tis- 
sues in the laboratory. He has 
been enabled to follow his pa- 
tients after hospital treatment 
and keep in touch with many of 
them over a subsequent period 
of thirty years or more. And so 
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he has been able to draw certain 
highly significant conclusigns 
from a thorough and constant 
comparison of clinical picture, 
pathology and what is of so much 
importance, repeated examina- 
tion of the patient in after years, 
In the early part of the book 
the author pays great attention 
to the study of the pathology of 
the thyroid, during which he dis- 
plays the thoroughness and keen- 
ness of his observations both in 
the clinic and in the laboratory, 
His illustrations of non-toxic 
and toxic goiters are excellent. 
In a later discussion of typo- 
graphic anatomy followed by 
operative technic, he is equally 
thorough and convincing, and his 
excellent text is supplemented by 
some remarkable diagrams and 
sketches by that well-known ar- 
tist, Prof. Tom Jones of the Uni- 
versity of Illinois. \ 
Sandwiched in between the! 
opening and closing sections, a’ 
special chapter is contributed by 
Dr. Victor E. Chesky on “The 
Hospital Management of Goiter 
Patients” which discusses pre- 
and post-operative treatment, 
the avoidance of complications, 
etc., with great clarity and detail. 


SALE OF CELLULOSE NI- 
TRATE FILM PROHIBITED 


A committee appointed by 
Acting Governor Lehman to 
investigate the use of cellulose 
nitrate films for roentgen-ray 
purposes in institutions in New 
York, recommended that they 
be prohibited in view of their 
danger to health and life. The 
sanitary code, therefore, has 
been amended by the public 
health council by the addition 
thereto of regulation 17, effec- 
tive September Ist, which reads: 
“The sale or distribution of cel- 
lulose nitrate film for X-ray pur- 
poses is hereby prohibited.”— 
J.A.M.A. 


: 


CONTROL 


A salient feature of the use of 
Numotizine (Pneumo-Phthysine) for 
the reduction of excessive fever 
temperature is the control factor. 
By no other method have you such 
positive regulation of the point to 
which the temperature can be low- 
ered. As it is applied externally 


has the additional advantage of not 
disturbing the digestion. As it is 
slowly absorbed, it does not produce 
shock. 

A clinical test is the best test, and 
we will be glad to supply you with 
the regular size jar for this test. 


FORMULA 
Guaiacol 2.6 Formalin 2.6 
Creosote 13.02 Quinine 2.6 
Methyl Salicylate 2.6 
— and Aluminum 

ilicate, qs 1000 parts 


Numotizine, Inc. 
220 W. Ontario St., Dept. H. B. 8 
CHICAGO 
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The San Clemente Hospital and Clinic 


Color Helps This Hospital 
Make Good 


By Frank H. Williams 


During a recent quarter the 
San Clemente Clinic and Hos- 
pital, at San Clemente, Calif., 
where Dr. Garnet B. Grant is the 
resident surgeon, had 2781 pa- 
tients and lost only one of them 
through death. 


It is claimed that one of the 
reasons why this hospital is do- 
ing so well along these lines is 
because it is a “colorful” insti- 
tution. In other words, there are 
no bare, cold walls in this hos- 
pital, devoid of color. Instead, 
the rooms are all finished in 
soothing colors, this being true 
also of the halls and other por- 
tions of the building. 

Of course, the excellent loca- 
tion of the institution is in its 
favor. Each room in the institu- 


tion looks onto a beautiful gar- 
den through French doors and 
windows. All rooms face toward 
the west and from each room 
there is a view of the ocean. 


Doctor Grant, the resident 
surgeon in charge, is well known 
in Los Angeles and other west- 
ern points. He has specialized in 
pathology for many years. Dr. 
Harold Edmund Baird, the den- 
tal surgeon, has Been practicing 
in Portland, Ore., Long Beach, 
Calif., and other places. 

At this institution the hospital 
kitchens, nurses’ home and other 
necessary adjuncts are kept 
apart from the hospital proper. 

The equipment is very exten- 
sive and of the latest type. 


HOSPITAL HAS AIRPLANE 
AMBULANCE 


No one can say that the little 
town of Duncan, Okla., is not as 
progressive and modern as its 
bigger sisters, after hearing that 
Dr. A. J. Weedn of that city has 


the only hospital in Oklahoma 
operating an airplane ambulance 
for use in emergency cases. 


The Weedn Hospital plane 
will carry a hospital cot, an at- 
tendant and the pilot, and the 
doctor himself is studying flying 
at the present time. 
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For our Patients 


THE NEW HOME MODEL 


ALPINE 
SUN 
LAMPS 


a safe convenient apparatus 
for producing tonic effects.. 


HE large demand which has 

arisen for a home model ultra- 
violet ray lamp followed as a natural 
result of the development of light 
therapy. On the market today there 
are several so-called “sun lamps”’ and 
even inferior ultra-violet ray lamps 
which do not measure up to all the 
claims made for them. 

Having pioneered in the develop- 
ment of scientific apparatus for ultra- 
violet ray therapy, the Hanovia Com- 
pany was interested in bringing out a 
lamp to meet the demand for a scien- 
tific apparatus of proven effectiveness 
which could be confidently recom- 
mended by physicians and safely used 
by patients. 

The Home Model Alpine Sun 
Lamp resulted. It is smaller than the 
Hanovia Lamp sold to physicians for 
scientific and clinical use. Its rays are 
not nearly so intense. For tonic 


being handled with great care. A clear 
explanation of the Home Model Lamp 
is given with directions for its use in 
producing tonic effects. Attention is 
likewise called to the importance of 
consulting a physician and the dan- 
gers of self-diagnosis. 

When your patients have need for 
home treatments with ultra-violet 
rays, recommend the Home Model 
Alpine Sun Lamp. Complete informa- 
tion on the Home Model and our 
various other lamps for scientific and 
clinical use will be gladly sent on 
request. Use the convenient coupon 
below. 


Divisional Branch Offices: 
Atlanta; Gas... < Medical Arts Bldg. 
Chicago, Ill......... 30 N. Michigan Ave. 
New York, N. Y.....30 Church St. 

San Francisco, Cal...220 Phelan Bldg. 


treatments it provides a safe yet 
effective modality. 


In advertising the lamp to the 
public, the Hanovia message is 


HANOVIA 
LAMPS 


Hanovia Chemical & Mfg. Co., 
Dept. B-15, Newark, N. J. 

Please send me, without obligation, 
literature describing Hanovia Ultra- 
Violet Lamps. 


Dr. 
Street. 
City. State 


for Light Therapy 
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Reflections on the Annual Meeting 
of the American Medical Ass’n 
for the Year 1929 


The Eighteenth Annual Session 
of the American Medical Asso- 
ciation was held at Portland, Ore- 
gon on July 8-12, as many as 
3,061 physicians registering from 
every corner of the United 
States. 

Much credit is due the various 
officers and committees for carry- 
ing through their compréhensive 
program in such a limited space 
of time. 

Herewith are a few of the high 
spots which we feel are of espe- 
cial interest to those connected 
with the hospital field. 

The report of the reference 
committee on medical education, 
deals with the Association’s ef- 
forts toward classification of hos- 
pitals as follows: 


Medical Education 


The Council on Medical Edu- 
cation and Hospitals gives the 
gratifying report that seventy-two 
of seventy-four medical 
schools in the United States are 
rated as class A. Two only, which 
still offer prospects of making 
improvements sufficient to place 
them eventually in class A, are 
left in class B, and the six schools 
which have always been rated low 
in class C are now declared by 


the Council to be “unworthy of , 


even being recognized as medical 
schools.” 
Colossal Undertaking 

This is fine testimony of the 
great work of the Council dur- 
ing the last two decades in rais- 
ing the standards of medical edu- 
cation. It has been a long, hard 
road, but the results give us much 
hope that the Council’s colossal 
undertaking of doing the same 
thing for the hospitals of the 


country may also eventually be 
crowned by success. 

It is gratifying also to note in 
the report that the continuing en- 
largement of medical school 
plants and teaching hospitals is 
not only adding to the efficiency 
of medical education but seems 
gradually to be solving the ques- 
tion of student enrollment, so 
that even with the exclusion of 
six unrecognized colleges the 
enrollment of students still 
shows an increase over last 
year; and few really qualified 
applicants are now rejected. 
Now, nearly all students failing 
to secure enrollment are deficient 
in preparation, either quantita- 
tively or qualitatively. 

The Quarter System 


Your committee is particularly 
glad to note in the report that 
saving time and expense for the 
student in his medical education 
is being met in five, and contem- 
plated by other, medical schools 
by adopting the quarter system, 
whereby the summer is utilized 
to gain a quarter of college work 
each year. Your committee rec- 
ommends that the House com- 
mend this plan to the considera- 
tion of all medical schools. 

“Unworthy of Recognition” 

The register of hospitals now 
lists 6,852 institutions, of which 
number only 624 are considered 
of sufficient educational develop- 
ment to provide satisfactory in- 
tern training for recent gradu- 
ates in medicine. 

The Council reports that 103 
hospitals were added to the hos- 
pital régister during the past 
year, but fifty-three others were 
dropped “as unworthy of stich 
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Another: important 
application for the 


ACE BANDAGE | 


many cases of painful menstruation are directly traceable to 
the fact that during this period of physiological disturbance the cir- 
culation in the lower extremities becomes sluggish. While standing or 
walking the veins do not readily return the blood to the heart. Conse- 
quently the veins become swollen and the lower limbs heavy. This is par- 
ticularly true with women who have a tendency toward varices. 


Physicians specializing in gynecology say that two three-inch Ace Band- 
ages (elastic without rubber), wrapped around the lower limbs from ankle 
to knee, assist the patient by supporting the blood vessels, thus aiding the 
circulation and permitting freedom of action to many women who other- 
wise must remain in bed or be inactive for a day or more. 


To appreciate fully the interesting possibilities of the Ace Bandage, we 
suggest that you use the coupon to obtain a sample bandage for trial. 


$ The Ace Bandage is different from gauze and rubber bandages. 4 
It can be stretched to nearly twice its length—yet it contains 
no rubber, 
The stretch is in the special weave of the long fibre, cotton 
threads. 


Plain washing in hot water, and drying without stretching, re- 
stores all the elasticity—it can be used repeatedly. 


The Ace gives a snug, firm pressure without the discomfort of 
rubber. It is porous—cool—and comfortable. 


The pressure is varied by the tension of wrapping. 


A very unusual bandage is the Ace. It is made in varying 
? widths and can be purchased at all good dealers. 7 


B-D PIRODUCTS 


Made for the ‘Profession — 


QO 


B-D Thermometers, Ace Bandages, 


Armored B=-D Manometers, Spinal 


H.T. 8 J 


Makers of Genuine Luer Syringes, | BECTON, DICKINSON & CO., Rutherford, N. J. 


Erusto and Yale Quality Needles, 
GENTLEMEN: Kindly send me free 3-inch Ace Bandage. 


Asepto Syringes, Name 


Appress 


Manometers 
and Professional Leather Goods _ || Deater’s Name 
ECTON, DICKINSON & CO., RUTHERFORD, N. J. 
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recognition.” We agree with the 
reference committee of last year 
that “in taking up the work of 
appraisal of hospitals and labo- 
ratories the functions of the 
Council are being enormously 
extended,” and that there are 
“recognized objections to at- 
tempts at widespread appraisal 
by a national organization.” 

However, other agencies do not 
seem to possess the will, the ma- 
chinery or the funds for such an 
enormous undertaking, so the 
Council has bravely attacked the 
forbidding task and late in 1928 
“an inspection of hospitals was 
begun by inspectors sent out 
from the Councils’ headquarters 
and will be made state by state.” 
The declared policy of the Coun- 
cil is “not only to learn at first 
hand about the equipment, facili- 
ties and efficiency of the routine, 
but also to inform frankly the 
officers and staff of the hospital 
of any changes which are deemed 
essential in the hope that the in- 
stitution can be retained on, or 
be restored to, the register of 
hospitals approved for intern 
training.” 

Your committee agrees with 
the Council that ‘with the large 
number of hospitals now seeking 
interns the requirement of cer- 
tain qualifications is fully justi- 
fied.” 


A Suggested Remedy 


The 624 approved hospitals 
provide 5,409 internships, more 
than enough for all graduates. 
Your committee believes that, un- 
less the investigations of the in- 
spectors include the quality and 
quantity of the clinical teaching 
by the staff, appraisal of the 
value of an internship in any hc3- 
pital will be inadequate. 

Many large, adequately equipped, 
well managed-hospitals with ex- 
cellent staffs offer very poor in- 
ternships because the staff mem- 
bers cannot, or will not, give the 


Hospital Topics & Buyer 


interns sufficient clinical teaching. 
Your committee submits that, un. 
less the inspectors include con- 
ferences with the interns as well 
as the officers and staff, the eval- 
uation of the hospital as a place 
for internships will incom- 
plete. 


Serious Problem 


Your committee notes with sat- 
isfaction that the Council has at- 
tacked the very serious problem 
of multiplicity of medical meetings 
by ordering “a special investi- 
gation concerning conflicts be- 
tween hospital conferences and 
county society meetings.” Staff 
meetings too seldom are limited 
to “the hospitals’ highly impor- 
tant problems” and too frequently 
have so-called scientific programs 
which would be better left to the 
county society. 

Pursuant to instructions from 
the House of Delegates regard- 
ing laboratories of radiology, the 
Council has prepared a schedule 
of essentials of an approved ra- 
diologic laboratory. 

Your committee recommends 
the adoption of the “Essentials 
of an Approved Department of 
Radiology” as printed in the Re- 
port of the Council on Medical 
Education and Hospitals. 


Teaching of Obstetrics 

Dr. James R. Bloss, West Vir- 
ginia, presented the following 
resolution : 

WHEREAS, There has been no 
reduction in the maternal mor- 
tality rate in this country from 
childbirth since 1915, and 

WuereAs, These deaths are 
largely due to such preventable 
conditions as puerperal infection, 
toxemia and hemorrhage, condi- 
tions which the properly trained 
graduate should be able to pre- 
vent or manage, and 

Wuereas, In the last analysis 
it is the general practitioner who 
does .and will attend the great 
mass of lying-in women, and 
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What Is the 
Best Way to 
Handle Patients’ 
Clothing ? 


This is a matter of 
great concern to most 
hospital superinten- 
dents. 


If you are interested 
and would like to know 
how this problem was 
solved by one of the 
largest and most mod- 
ern hospitals recently 
opened in New York 
City we will gladly fur- 
nish the desired infor- 
mation. 


Stanley Supply Co. 


Hospital Supplies and 
Equipment 


118-120 E. 25th St. 
New York, N. Y. 


New Brand 
BUT 


An Old Name 


Mr. R. P. Neitzel, president and 
Mr. R. F. Ayers, vice president have 
spent twelve years in developing 
a standard line of Nurses Apparel 
and Hospital Garments to be sold 
direct from the manufacturer to the 
hospital field. 

Merchandise sponsored by these 
men is guaranteed to be satisfactory 
in every detail. 

Years of manufacturing expe- 
rience specializing in these gar- 
ments coupled with volume produc- 
tion insures your receiving quality 
workmanship at low, reasonable 
prices. 


Aprons—Bibs 
Collars—Cuffs 
Caps—Uniforms 
Surgical Gowns— 
Suits 
Patients’ Gowns— 
Bath Robes 
Internes’ Suits— 
Pearl Buttons 


A New Catalogue Is Now Ready. 


NEITZEL 


NEITZEL MFG. CO. INC., WATERFORD, NY. 
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WuHereas, The time allotted for 
the teaching of obstetrics in the 
curriculums of the several medi- 
cal schools has been cut down 
and is inadequate to drill the stu- 
dent thoroughly in this impor- 
tant major, be it 

Resolved, That the House of 
Delegates request the Council on 
Medical Education and Hospitals 
to investigate the present teach- 
ing of obstetrics in this country, 
and so readjust the curriculum 
that the hours allotted for the 
teaching of obstetrics be equal to 
those allotted to the teaching of 
surgery. 

Your reference committee is in 
substantial accord with the spirit 
of this resolution presented by 
Doctor Bloss of West Virginia, 
but it seems to us unwise to rec- 
ommend an investigation and at 
the same time to state in the 
resolution what the findings 
shall be; therefore, we recom- 
mend that the last phrase of the 
resolution which reads “and so 


readjust the curriculum that the © 


hours allotted for the teaching 
of obstetrics be equal to those 
allotted to the teaching of sur- 
gery” be stricken out and the 
following phrase substituted: 
“and make such recommenda- 
tions for increasing the clinical 
teaching hours of obstetrics as 
the results of its investigations 
may warrant.” 


Widespread Support 


Your committee was impressed 
by the number of delegates from 
various parts of the country who 
appeared in support of this reso- 
lution, all of whom expressed the 
belief that inadequate obstetric 
teaching was one of the chief 
reasons for the deplorably high 
maternal mortality. 

We recommend the adoption of 
the resolution as amended. 

The following resolution was 
presented by Dr. T. O. Freeman, 
Illinois: 
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Wuereas, Many hundreds of 
small hospitals throughout the 
country are greatly handicapped 
through their inability to deter. 
mine the proper standards for 
their conduct, and 

WuHereas, Many hospitals be. 
lieve that at this time there are 
several organizations endeavoring 
to aid in hospital standardization, 
and not entirely along the same 
lines, and 

WueEnrEAS, Those in charge of 
these institutions are desirous at 
all times of giving the best sery- 
ice possible to those whom they 
serve and give the best training 
possible to their pupil nurses, and 

Wuereas, It is the general 
opinion of staff members and 
those in authority in our smaller 
hospitals that the American Med- 
ical Association, whose member- 
ship and fellowship are composed 
of physicians in all branches of 
medical and surgical work, is nat- 
urally the proper organization to 
standardize our hospitals, there- 
fore be it 

Resolved, That the Council on 
Medical Education and Hospitals 
of the American Medical Asso- 
ciation be urged by this House of 
Delegates to make a survey of the 
needs of our smaller hospitals, 
render all possible assistance to 
all such institutions desirous of 
improving their system of records, 
and improving their usefulness to 
those whom they serve, and be it 
further 

Resolved, That the Council on 
Medical Education and Hospitals 
offer their assistance and assur- 
ance of co-operation to the vari- 
ous state registration departments 
so that they will know the proper 
place to procure such assistance 
as they may desire in their en- 
deavor to classify accredited hos- 
pitals. 

It is the opinion of your com- 
mittee that the investigation be- 
gun several years ago and still 
being carried on by the Council 
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Hanging 
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Racks 
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All Sizes 
To Meet 
Your Needs 


H.D. Dougherty & Co. 


Philadelphia 
Penna. 


BUY ALCOHOL 
FREE TAX 


ALCOHOL 
U.S. P. 


for purely scientific or medicinal purposes can 
be used by Universities, Colleges and Hos- 
pitals free of tax, as provided for by law. 


We have made a specialty of this business for 
a great many years and will be glad to furnish 
you with all the details. 


FREE OF COST 


Write today for prices and particulars 


GIBSON-SNOW CO., Inc. 
C. S. LITTELL & CO. Branch 
328-334 Spring Street New York City 
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on Medical Education and Hos- 
pitals will fullfil all of the ob- 
jects of this resolution, and we 
feel sure that the Council on 
Medical Education and Hospi- 
tals stands ready to give every 
assistance possible and to co-oper- 
ate with the small hospitals in 
solving their problems. There- 
fore, we do not recommend the 
adoption of the resolution. 


Hospital Advertising 
The following resolution, intro- 
duced by Dr. Burt R. Shurly, 
Detroit, and submitted to the 
House of Delegates in the -Re- 
port of the Secretary, has been 
referred to this committee: 


1. WHEREAS, The medical pro- 
fession has provided definite 
rules and regulations for mem- 
bers of the American Medical 
Association in regard to adver- 
tising and publicity, and 

2. WHEREAS, Some hospitals, 
municipal otherwise, have ad- 
vertised special and wonderful 
cases in the daily press and have 
given to the public stories of their 
special excellence and efficiency 
as compared with other hospitals 
in the neighborhood, therefore 
be it 

Resolved, That these advertise- 
ments be specially collected, and 
presented to the Council on Medi- 
cal Education and Hospitals, and 
that this question of hospital ad- 
vertising be given due considera- 
tion and reported to the House 
of Delegates at the next annual 
meeting and the rating of hospi- 
tals be affected according to the 
unethical advertising published. 


Extensive Data Re Hos- 
pitals Available 


Commenting on a_ resolution 
calling for the investigation of 
advertising in hospitals, the Board 
of Trustees of the Association 
drew attention to the fact that 
the Council on Medical Educa- 
tion and Hospitals publishes each 
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year a list of accredited hospitals 
and that some four hundred hos. 
pitals have already been omitted 
from such accredited list because 
of unethical practices. 


The Board would also call at- 
tention to the fact that American 
Medical Association has available 
in its headquarters office exten- 
sive data concerning hospitals in 
the United States, together with 
such advertising matter and news- 
paper clippings as are mentioned 
in the resolution. The problems 
involved by this resolution are 
properly matters for the Council 
on Medical Education and Hos- 
pitals of the Association, and the 
Board will refer this resolution 
directly to the Council. 


Change of Policy 

Among the resolutions  sub- 
mitted to the Reference Commit- 
tee on Legislation and Public Re- 
lations was one disapproving the 
changed policy of the American 
Red Cross in officially authorizing 
Red Cross Nurses to nurse pa- 
tients under the care of osteo- 
paths and chiropractors. 


In answer it was stated that 
originally the American Red 
Cross made the statement, “The 
nursing of patients shall be car- 
ried on only under a_ licensed 
physician,” and that at a more 
recent date the statement was 
made, “Where state laws license 
osteopaths and chiropractors, the 
Red ‘Cross nurses may serve pa- 
tients under the care of such.” 


An Explanation 


The explanation of this radical 
change of policy was given as 
follows: 


Where nurses are employed 
through local funds raised either 
through taxation or voluntary 
subscription, and where these 
practitioners are licensed by law, 
the nurses have a moral as well as 
a legal obligation. They cannot 
in good grace refuse to assist 
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Important Announcement 


Irradiated Ergosterol (Viosterol, Abbott) 


Manufactured by the Abbott Laboratories, according to the Steenbock 
patents, under license from the Wisconsin Alumni Research Foundation, 
is now available. 


One drop of VIOSTEROL, ABBOTT, equals 4 teaspoonful of 
Standard Cod Liver Oil in antirachitic potency, or Vitamin D content. 


VIOSTEROL, ABBOTT (Irradiated Ergosterol in vegetable oil) , is 
carefully standardized to contain 100 times the Vitamin D units con- 
tained in standard antirachitic Cod Liver Oil, as defined by Dr. Steen- 
bock, and fulfills all the requirements for a rich, uniform and stable 
source of Vitamin D. 


Dosage and Packages 


Daily prophylactic dose: For the average infant and child, 8 to 10 
drops; for the premature and rapidly growing infant, 15 drops. 


Daily curative dose: For mild and moderate rickets, 15 to 20 drops; 
for unusually severe rickets, for nursing and expectant mothers, and for 
osteomalacia, more than 20 drops as directed by the physician. 


In all cases, these dosages are entirely subject to the physician’s direc- 
tions, as he alone is competent to judge of the concomitant conditions in 
any particular case. 


Viosterol, Abbott, is supplied in 5-cc. and 50-cc. bottles. Attached to 
the 5-cc. bottle is a dropper so adjusted that 2 drops are approximately 
pry need Vitamin D potency to 1 teaspoonful of standard antirachitic 

ver oil. 


Viosterol Cod Liver Oil 


ABBOTT’S STANDARDIZED VIOSTEROL COD LIVER OIL, 
containing not less than 500 Vitamin A units per gram (14,000 per 
ounce) and not less than five times the Vitamin D units contained in 
standard antirachitic Cod Liver Oil, is now available. 


If your dealer cannot supply you with VIOSTEROL, ABBOTT, 
and ABBOTT’S VIOSTEROL COD LIVER OIL, send your order 


direct to our home office or branches. 


Send for new Insist on 
Viosterol Viosterol, 
Booklet Abbott 


LABORATORIES 


NORTH CHICAGO, ILLINOIS 
NEW YORK SP. LOUIS SEATTLE LOS ANGELES 
TORONTO  SANFRANCISCO BOMBAY 
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such patients who require their 
services. 

Your committee fails to see the 
logic of this assertion and we 
question the moral as well as the 
legal obligation of the American 
Red Cross to recognize other than 
regular medical practitioners. 

We, therefore, recommend that 
the American Medical Associa- 
tion disapprove this change in 
policy of the American Red Cross, 
and we further recommend that 
the secretary of the American 
Medical Association communicate 
with the proper official of the 
American Red Cross stating our 
attitude on this question. 


Of Vital Interest 


In the addresses of President 
Thayer and President-Elect Har- 
ris, certain timely remarks of 
vital interest to those interested 
in the care of the sick were 
touched upon, to which the Ref- 
erence Committee on Reports of 
Officers replied: 

Concerning the address of 
President Thayer, the committee 
desires to express its entire ap- 
proval of the sentiments and 
opinions expressed. It recognizes 
the truth of the assertion that 
there are too many medical so- 
cieties requiring too much time 
of busy practitioners to try to 
keep up active membership in such 
organizations, and suggests that 
the problem may be _ settled 
through a union of various so- 
cieties and a greater effort to 
make the programs of such amal- 
gamated societies more interest- 
ing and profitable. This is espe- 
cially true as pertaining to the 
meetings of hospital staffs and 
county medical societies, which 
could be made more ‘profitable 
and with a larger attendance if 
programs were combined under 
the auspices of the component 
county medical society. A discus- 
sion of postmortem reports or 


findings, which form the basis of 
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so many programs of many staf 
meetings of hospitals, if utilized 
at the meetings of county medj- 
cal societies alone would add to 
the value and interest of county 
society meetings. 


Committee Approves Idea 


The committee especially ap. 
proves the idea of having hospi- 
tals classified and approved, but 
is of the opinion that such classi- 
fication and approval will prove 
more satisfactory to all concerned 
if it is made by representatives of 
the American Medical Associa- 
tion under the authority and ap- 
proval of the Association and not 
by any organization or individuals 
supposedly representing the elect 
but not officially representing the 
American Medical Association. 

The committee approves and 
endorses the suggestions concern- 
ing the publication of the Quar- 
terly Cumulative Index Medicus, 
and recommends that the trustees 
of the Association continue its 
support of this enterprise. 

The committee especially com- 
mends and endorses the senti- 
ments expressed by President 
Thayer concerning legislative en- 
actments that are inimical to the 
best interests of the medical pro- 
fession and public, by restricting 
medical men as to what shall and 
shall not be prescribed for the 
relief of human ills. 


Respect for Traditions 


It does, however, recognize the 
wisdom of the advice of Presi- 
dent Thayer to the effect that 
these questions should be con- 
sidered by this House of Dele- 
gates in a spirit of temperance 
and good judgment, and with 
proper respect for our traditions. 

Cost of Sickness 


Concerning the address of 
President-Elect Harris, your com- 
mittee desires to reiterate what 
has been said concerning the agi- 
tatiort on the subject of the high 
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cost of medical care, but it espe- 
cially desires to call attention to 
a fact often overlooked, that the 
increasing cost of sickness can- 
not be justly charged to the medi- 
cal profession inasmuch as in a 
general way compensation for 
medical and surgical services has 
not increased in proportion to the 
increased cost of sickness occa- 
sioned by other contributing fac- 
tors, nor has the compensation of 
physicians and surgeons increased 
to anything like the increase that 
has occurred in the cost of every- 
thing else. The committee recog- 
nizes that the cost of sickness may 
not be evenly distributed, and may 
depend on conditions over which 
the physician has no control. 


Plan of Distribution 

Competent and adequate serv- 
ice should be available to all, but 
the plan of distribution will re- 
quire a continuation of construc- 
tive thought, and especially in 
view of the fact that a plan that 
may prove adequate and satisfac- 
tory for one community may not 
do for another, and any proposed 
plan may have to be modified to 
suit certain conditions or certain 
communities. 

Your committee does believe 
that this whole subject should re- 
ceive the serious consideration of 
the medical profession, and that 
the problems confronting us in 
connection therewith must be 
solved by the medical profession 
and not by lay individuals or lay 
organizations. 

Commendation for the labors 
of the various Councils of the 
Association who are working to 
further the progress of scientific 
medicine was contained in the 


Report of the Reference Com- 
mitte on Reports of the Board of 
Trustees from which the follow- 
ing excerpts are taken: 

When we review the report on 
the work of the Council on Phar- 
macy and Chemistry, we are at 
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once struck with the tangible eyj. 
dence of knowledge transformed 
into service. Here is a Coungj 
twenty-four years in active work 
that has consistently striven only 
to improve the therapeutic equip- 
ment of those who seek to pre 
vent or treat sickness. This Coun- 
cil by its endeavors has simplified 
for all physicians the therapeutic 
application of only approved and 
useful remedies from among the 
flood of new preparations offered 
to the profession and the public. 
To the end that all therapeutic 
products may measure up to the 
enlightened standards advocated 
by the Council, we commend to 
the members of this House and 
their constituencies the adoption 
of the Council’s advice as set 
forth in THE JOURNAL and its own 
publications, including the 192 
edition of New and Nonofficial 
Remedies. 


Further Recommendation 


Furthermore, we recommend 
that the House recognize and ex- 
press its appreciation of the ad- 
vice and assistance rendered the 
Council without remuneration by 
the gentlemen whose names are 
mentioned on pages 53 and 54 of 
the handbook. 

The fact that his own Associa- 
tion is contributing money in the 
form of individual grants to in- 
vestigators in the field of thera- 
peutic research should be a source 
of pride to every member of the 
American Medical Association, 
and we approve the liberal policy 
of our Board of Trustees toward 
the Research Committee. 


Chemical Lab., Dental Ass’n, 
Council on Physical Ther- 
apy, etc., Commended 
for Their Support 


We greatly admire the work of 
the Chemical Laboratory in co- 
operation with the Council on 
Pharmacy and Chemistry. 

We note and approve the plan 
now «in operation between the 
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Rickets: 


“Prevention and Treatment 


VIGANTOL 


Reg. U. S. Pat. Off. and Canada 
Brand of Viosterol 
(IRRADIATED ERGOSTEROL) 


OR one and one-half years, Vigantol has been sub- 
jected to exhaustive clinical and pharmacologic tests 
by more than 400 American investigators. 


These studies have demonstrated the remarkable eff- 
ciency of Vigantol in the prophylaxis and cure of rickets. 
as well as in the treatment of tetany. 


Vigantol is now available in an oily solution having an 
antirachitic (vitamin D) potency 100 times that of stand- 
ard cod liver oil. Two drops of this solution are equiva- 
lent to one teaspoonful of cod liver oil. Uniform potency 
is assured by rigid biologic tests. 

Vigantol solution is supplied in bottles of 5 cc. and 50 
cc., with a convenient dropper. 


Sample bottle and literature sent to physicians on request 


WINTHROP CHEMICAL COMPANY, Inc. 
117 Hudson Street New York, N. Y. 
Canada: Windsor, Ont. 
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chemists of the American Dental 
Association in our own labora- 
tory and with our own laboratory 
workers. 

The work of the Council on 
Physical Therapy, while not as 
long established as that of other 
councils, is noted and appreciated. 
To have the invaluable assistance 
of the men on this council men- 
tioned on page 61 of the hand- 
book in charting for the benefit of 
our members, their application in 
practice of new physical therapy 
appliances is noted with grati- 
tude. 

Bureau of Investigation 

The growing activities of the 
Bureau of Investigation are 
graphically set forth in the table 
published on page 66. We will 
mention only in passing the great 
service being rendered almost di- 
rectly to the public by this bu- 
reau in its investigation and pub- 
lication of the fraudulent activi- 
ties of nostrum exploiters, 
quacks and charlatans. 

The results achieved in influ- 
encing federal legislation in the 
last two years by the Bureau of 
Legal Medicine and Legislation 
which directly and favorably af- 
fect our membership demon- 
strates the long, hard service of 
the director in our behalf. 


The Scientific Exhibit 


Members of this House who 
have noted the remarkable growth 
since 1923 of the annual scientific 
exhibit of the Association will un- 
doubtedly wish to express their 
appreciation of the educational 
value of this feature of each an- 
nual session. The development of 
scientific exhibits with personal 
demonstrators in attendance un- 
der the auspices of the various 
scientific sections is especially to 
be commended. 

The report of the committee ap- 
pointed by the Board of Trustees 
in 1927 on the advisability of the 
establishment of a central scien- 


Hospital Topics & Buyer 


tific exhibit, to be permanently 
installed in the headquarters 
building of the Association, js 
worthy of careful reading by 
every member of this House, and 
we note with pleasure the ay- 
thorization by the Board of 
Trustees of the installation: of 
such an exhibit. This exhibit 
should serve as a valuable and 
instructive added attraction to 
visiting members. 

Your committee, as a result of 
its careful review of the 1929 re. 
port of our Board of Trustees, is 
impressed with the extent of the 
business originating in and re- 
ferred to this board. We recom- 
mend to this House an expres- 
sion of appreciation of the great 
amount of time and energy ex- 
pended at great sacrifice by the 
members of the Board of Trus- 
tees in thus serving so efficiently 
our membership. 


DR. HOUGHTON RETIRES 


The house of Parke, Davis & 
Co. announces the retirement of 
Dr. E. M. Houghton after 34 
years of active service. 

Doctor Houghton has had a 
distinguished career as a physi- 
cian, a teacher and in the manv- 
facturing and research work in- 
cidental to the production of the 
pharmaceutics of the house with 
which he has been associated. 

He was a pioneer in the field 
of biological standardization 
and has made many valuable 
contributions to the literature 
on the subject. 

Although retired from active 
service, Doctor Houghton will 
still be associated with Parke, 
Davis as a member of the ex- 
ecutive staff. ; 


The way to keep young, says 
Dr. Mayo, is to live with young 
people. And the way to grow 


gray is to try to keep up with 
them: 
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And Now—A Sterilizing Medium 
Non-Injurious to Bard-Parker Blades 


Yerilizes 
BaRD-PARKER formaldehyde GERMICIDE 


A powerful, non-corrosive sterilizing medium of high 
ermicidal efficiency, prepared especially for steriliz- 

ing Bard-Parker Knives and other fine surgical in- 

struments. 

Extensive laboratory tests indicate that Bard-Parker 

formaldehyde Germicide: 

Destroys the most resisting non-spore-bearing bacteria 

in less than two minutes. 

Destroys the most resisting spore-bearing bacteria in 

one and a half hours. 

Will not injure the keen edge of Bard-Parker Blades 


or other fine steel instruments after two weeks con- 
stant immersion. 


PRICES: 
One-pint bottles . . . $ 1.00 
One carton (12 pints). . 10.80 
One-gallon bottles. . .- 5.00 ea. 


One carton (4-one gals.) . 18.00 


Ask your dealer for circular giving com- 

plete description of Bard-Parker Germicide 

and Sterilizing Container. Detailed Lab- 

oratory Reports will be furnished 
upon request. 


PARKER, WHITE & HEYL., Inc. 
369 Lexington Avenue, New York,N.Y. 
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Illinois 
Granite City’s drive for a fund 
to provide a new hospital has 
been over-subscribed $10,896. 
The over-subscription came 
from the public, which was ex- 
pected to give $75,000 and which 
actually gave $85,896. The Sis- 
ters of Divine Providence, in 
charge of St. Elizabeth’s, have 
pledged $150,000 while the com- 
mercial and civic organizations 
of Granite City pledged $75,000. 
Work will begin immediately on 
the building, which will be 
erected next to the present hos- 
pital. 
Indiana 


Indianapolis. — Mrs. Mary 
Carey has given $500,000 to the 
Methodist Episcopal Hospital, 
of which $300,000 will be used to 
construct a new unit of 200 
rooms to be named in honor of 
her father, “The Julius A. Han- 
son Unit.” The remainder is for 
endowment of the laboratory 
where interest will be expended 
on research. 


New Hampshire 
Exeter—A million-dollar trust 
fund is provided by the will of 
Thomas W. Weeks for the Exe- 
ter Hospital in memory of his 
mother, Mary A. Smith Weeks, 
a native of Exeter. 


New York 


Brooklyn—To help the city in 
its fight to eradicate diphtheria, 


the Jewish Hospital has opened - 


a special clinic where children 


- will be immunized against this 


disease. 


Hospital News and 
Notes 


Jamaica—The new two mil- 
lion dollar building of the Mary 
Immaculate Hospital was opened 
for patients recently. The new 
structure is seven stories high 
and has facilities for caring for 
250 patients. 

New York City—Ground has 
been broken for New York’s sec- 
ond great medical center, which 
is to rise under the auspices of 
the New York Hospital Cornell 
Medical College Association. 
The site of the new institution 
occupies eight acres. 

New York City.—The new 
Morrisania Hospital was opened 
July 1st in all departments. The 
formal opening of the hospital 
will not take place until Septem- 
ber, but every department is now 
ready to receive patients. Al- 
though the territory to be cov- 
ered by ambulances from the 
Morrisania Hospital is not yet 
fully outlined, it will cut in half 
the area now served by the 
Fordham and Lincoln Hospitals 
and relieve them of a severe 
strain. There is room for 400 
patients in the wards and isola- 
tion rooms of the new structure, 
and dormitories for 75 nurses 
and 117 attendants and workmen 
are provided in a wing of the 
main building. The out-patient 
department is equipped to han- 
dle 100,000 cases a year. 

Yonkers—Through the will of 
the late Alexander Smith Coch- 
ran, St. John’s Riverside Hospi- 
tal received $500,000. 

Reidsville—The building of a 
50-bed hospital was made pos- 
sible through the donations of 


GR 


= 
| | 
4 


67 


August, 1929 
HOSPITAL ECONOMIES 
Antitoxin from 


Treatment 


ERYSIPELAS 
ANTITOXIN 


Notable saving of bed linen, sleeping garments 

¢ and laundry—less ointments and local appli- 
cations are required, minimizing staining and 
destruction, 


2 Reduction of about 60% in nursing 
personnel — due to (a) reduction 
of patients’ disability period by over 
50% ; (b) reduction of infection; 
and (c) less need for local ap- 

plications. 


The above 


FINANCIAL 
SAVINGS 


are in addition to the following 
proved clinical results of Erysip- 

elas Antitoxin when used early and 
in adequate dosage. ; 


Less infection of 
nursing personnel 
—due to the almost 
complete control 
that Erysipelas 
Antitoxin ex- 
ercises upon 
the spread 
of the le- 
sions. 


1. Relief of toxic depression. 

2. Reduction of temperature, pulse 
and respiratory rate. 

3. Absorption of edema. 

4. Reduction of mortality by well 
over 40%. 


_ ErysipELaS STREPTOCOCCUS ANTITOXIN SQUIBB 

is prepared according to the principles TOXIN SQUIBB shall be prepared 
developed by Dr. Konrad E. Birkhaug, and standardized by methods approved 
under license from the School of Medi- by the University and samples of each 
cine and Dentistry, University of Roch- lot shall be submitted and approved be- 
ester, Rochester, N. fore the Antitoxin 
¥. This license pro- | ACCEPTED BY THE COUNCIL ON | is distributed. This 
vides that ERY- | PHARMACY AND CHEMISTRY | is in addition to the 
SIPELAS STREP- A. M. A. tests made in 
TOCOCCUS ANTI- Squibb laboratories. 


For further information, address the Professional Service Departmen 


E-R: SQUIBB & SONS, NEW YORK 


MANUFACTUSING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858, 
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Mr. and Mrs. C. A. Penn and Mr. 
and Mrs. T. Jefferson Penn, for 
whose mother, Annie Spencer 
Penn, the institution will be 
named. A gift of $25,000 each 
from these two families towards 
the hospital assured its imme- 
diate construction. 


North Dakota 

Williston—The cornerstone of 
the Good Samaritan Hospital 
was laid recently. This hospi- 
tal is being built to replace the 
Wittenberg Hospital. The cost 
will be $67,000. 

Ohio 

Cincinnati— The opening of 
the Christian R. Holmes Memo- 
rial Hospital is the culmination 
of four years of planning and 
building. Holmes Memorial 
Hospital now stands between 
General Hospital and the Col- 
lege of Medicine. Through it 
will flow those currents of co- 
operation which have been price- 
less both to the College and the 
Hospital. 

Dayton—A_ $100,000, 60-bed 
hospital will be erected at the 
Barney Community Center, on 
land adjoining the Gorman 
School for Crippled Children. 
Convalescent children from the 
school will be cared for at the 
new hospital. 

Pennsylvania 

Philadelphia — Distinguished 
physicians, surgeons and hospi- 
tal executives representing thir- 
ty nations were guests of the 
Philadelphia Hospital Associa- 
tion the night of June 12th at 
a dinner on the roof of the 
Bellevue-Stratford. The 125 
visitors were in Philadelphia 
en route to Atlantic City, where 
the first International Hospital 
Congress opened on June 13th. 

Pittsburgh—The new Monte- 
fiore Hospital was formally 


opened recently. The cost of 
the institution is $2,500,000. 
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West Virginia 

Huntington—Ground was 
broken recently for the new 
$230,000 unit of the Chesapeake 
and Ohio Hospital. Terms of 
the contract provide for comple- 
tion of the building within eight 
months. Of the 133 patients pro- 
vided for in the hospital, five can 
be accommodated in the con- 
tagious ward, 21 in the colored 
section and 107 in the remainder 
of the building. 

Wisconsin 

Hartford — The new St. Jo- 
seph’s Hospital was dedicated 
recently. 

Rice Lake — Lakeside Hospi- 
tal, which was dedicated recent- 
ly, represents an _ investment 
of over $200,000. It is one of two 
hospitals built in the state under 
the direction of the Methodist 
Church, the other being at Madi- 
son. The governing board of the 


Hospital, however, represents 
half a dozen denominations. 
Cuba 


Havana—The 124-bed Elvira 
Machodo Maternity Hospital 
now being erected is the first in 
Cuba to be exclusively for poor 
mothers. It will have an amphi- 
theater for the use of medical 
students and various labora- 
tories. 

Cuba has authorized the estab- 
lishment of a tuberculosis hos- 
pital in the suburbs of Havana 
which will cost about $350,000. 


France 

Paris—The American Hospital 
will receive approximately $4,- 
000,000 through the will of John 
B. Warden, of Philadelphia. His 
widow, Mrs. Irene Warden, is to 
have the income from the fund 
for the rest of her life, when it is 
to belong absolutely to the 
American Hospital. Mr. War- 
den died at sea last November 
while returning to the United 
States from Paris. 
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Illustration features Thorner’s Improved Three Compartment Hot Water Plate. 
Tea Set is seamless with inside rounded bottom and reinforced band around top. 
Covered Soup Cup with Silver Soldered Handles. Sherbet Dish, Gravy Boat, 
Individual Napkin Ring and Tray Marker, Bud Vase, Salt and Pepper Shakers 
and Superior Grade Sectional Flatware. 


ILLUSTRATIONS AND ESTIMATES SUBMITTED UPON REQUEST. 
Importers and Manufacturers of Hospital Supplies 
THORNER BROS. Fitch ‘Avenue, New York City 


Tycos 


SPHYGMO- 
MANOMETER 


furnishes the anaesthetist 


and surgeon with exact 
blood pressure informa- 
tion in the operating 
room, without being in- 
convenient or difficult to 
use. Attach them to your 
operating tables. 


Tycos Sphygmomanometer has 6” silvered metal dial, 
long hand and sturdy cream colored case. Price.....- $37.50 


Taylor Instrument Companies 


Canadian Plant Manufacturing Distributors 


T 
yeos Building Rochester, N. Y., U.S. A. chert 
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THE THOMAS WILLIAM 
SALMON MEMORIAL 


For the first time national and 
international recognition is to be 
given to the scientist who makes 
the greatest outstanding contri- 
bution of the year in the field of 
mental medicine. 

Announcement was made re- 
cently by the Hon. George W. 
Wickersham, as Honorary 
Chairman, of the establishment 
of the Thomas William Salmon 
Memorial to accomplish these 
purposes, in honor of the late 
Dr. Thomas W. Salmon, former 
Professor of Psychiatry of Co- 
lumbia University and Medical 
Director of the National Com- 
mittee for Mental Hygiene. 


A Series of Lectures 


“The plan provides for a series 
of lectures to be given in various 
cities in the United States under 
the auspices of accredited scien- 
tific, medical or educational or- 
ganizations. Provision will also 
be made for the publication and 
distribution of the lectures from 
year to year in order to make 
possible the maximum use of 
scientific knowledge which is be- 
ing gained annually through the 
expenditure of millions of dol- 
lars on research and study in the 
field of psychiatry and mental 
hygiene by state departments, 
universities, foundations and in- 
dividuals, which is now lost or 
obscure and not made available 
as readily and quickly as it 
should,” said Dr. William L. 
Russell, Professor of Psychiatry 
of Cornell University, and Vice- 
Chairman of the Memorial Com- 
mittee. 


To Stimulate Research 


“The Memorial provides free- 
dom from academic or institu- 
tional restriction of any kind and 
is intended to stimulate unre- 
strained research, study and ex- 
pression of opinion and is calcu- 
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lated in the shortest possible 
time to disseminate knowledge 
of value in the control and pre. 
vention of mental and nervous 
diseases, one of the greatest 
public health problems of the 
present day.” 

The administration of the 
Memorial fund is to be vested in 
the New York Academy of 
Medicine, one of the leading 
medical organizations of the 
country since 1847, with a dis- 
tinguished membership. It is a 
permanent and endowed estab- 
lishment with national and inter- 
national connections. 


To Search for Outstanding 
Scientist 


Universities, medical schools, 
scientific societies, hospital ser- 
vices, and independent workers 
in this country and abroad are 
to be surveyed annually in a 
search for the worker, prominent 
or obscure, whose original work 
promises most in the line of re- 
lief to the states, municipalities, 
private organizations and _ indi- 
viduals confronting the eco- 
nomic and humane _ problems 
incident to the rapidly increasing 
number of people suffering from 
mental and nervous diseases. In 
this connection the statement 
was made by Doctor Russell that 
more hospital beds in the United 
States were being occupied by 
mental patients than by all other 
diseases combined. 


Contributions From Friends 


The initial $100,000 for the es- 
tablishment of the Memorial to 
Doctor Salmon is being contrib- 
uted by his friends, associates 
and laymen actively interested 
in the fields of mental and nerv- 
ous diseases. 

The Honorary Vice-Chairmen 
of the Memorial are: General 
John J. Pershing, Dr. Nicholas 
Murray Butler, Rev. Harry Em- 
erson Fosdick, D.D., Mrs. Helen 
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“~~ Milk of Castor Oil 


MIXES! 


GREAT feature of Lacricin is 

the fact that it mixes. Shake 

it up with milk, water or any other 

liquid and it mixes right up, without 
leaving a taste or a trace. 


To the average person the white, 
creamy emulsion of Lacricin is most 
pleasant to take, without any objec- 
tion to taste or flavor. 


But when you encounter the ultra- 
fussy adult or child, just mix Lacri- 
cin with milk or water and let them 
drink it right down. 

Lacricin is the only form of castor 
oil that you can mix. Yet Lacricin 
is 80% pure castor oil. Thus you get 
the full medicinal effect without the 
objectionable taste. 

Let us_send you a sample of 
Lacricin. Regular size bottle is yours 
for the asking. 


The Wm. S. Merrell 
Company 
CINCINNATI, U. S. A. 


THE WM. S. MERRELL COMPANY, 


em Cincinnati, U. S. A. Dept. H. B. 8 
& Gentlemen: Please send me a bottle of Lacricin free of charge. 
Name. 
Address 
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Hartley Jenkins and Dr. John H. 
Finley. 

The movement was initiated 
by a hundred and fifty of the 
leading neurologists and psychi- 
atrists of this country who have 
associated with them, leaders in 
the mental hygiene movement 
and in psychiatric social service 
and nursing fields. 


FINDS AMERICANS LOSING 
“PEP” 

The famous “pep” so long 
characteristic of the American 
people is becoming a thing of the 
past, it appears from observa- 
tions reported to the American 
Medical Association by Dr. C. 
W. Dowden of Louisville, Ky. 
Doctor Dowden finds exhaus- 
tion or “lack of pep” is a con- 
stantly increasing complaint 
among his patients. About one 
of every five during the last two 
years have consulted him be- 
cause of exhaustion, and had no 
specific underlying disease. 

Doctor Dowden gave four 
principal causes of this condi- 
tion: the World War with its 
effect on the mental makeup of 
the people; influenza and its per- 
sistent after-effects; the quan- 
tity of bad alcohol drunk by both 
men and women and carbon 
monoxide saturation of the at- 
mosphere as a result of the in- 
creasing use of automobiles. 

While exhaustion is often at- 
tributed to glandular disease, 
Doctor Dowden thinks this par- 
ticular type is due to a depletion 
of the individual as a whole. It 
may be considered under two 
headings: chronic infection in 
respiratory and biliary tracts, 
and mental depression resulting 
from emotional, financial or 
business worries. Medical treat- 
ment for this sort of exhaustion 
will not be satisfactory unless 
the underlying cause is found 
and corrected—From Science 
Service. 
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FACTS AND PRINCIPLEs 


The limits of a man’s ability 
to remember facts are rather 
narrow and not very elastic. If 
his mind is full of them and he 
tries to crowd in another, one of 
the old ones will drop out. 

A fact (which, when we study 
it, may prove not to be the truth 
at all, but only one corner of it, 
as when I see the sun rise in the 
East—when it doesn’t rise at all, 
but I go to meet it) can take us 
just as far as it can reach, and 
no farther. If the conditions 
vary at all we must learn a new 
set of facts. 

Principles are different. Ifyou 
once learn a principle, you are in 
a position to deduce all the facts 
which fall under it, so you may 
safely forget the facts, knowing 
that you can summon them at 
will. 

It is a principle that an article 
which lasts longest and gives the 
greatest satisfaction in use is 
cheapest, in the long run. With 
that principle in mind it is not 
necessary to memorize the prices 
and wearing qualities of soap 
and linens and floor coverings 
and carry these facts around in 
your head all the time. When 
you need to apply the principle 
you can look up the reports from 
different departments, find your 
facts, use them, and then forget 
them. 

If we all would spend as much 
time as possible in learning prin- 
ciples, we would become more 
useful and efficient executives or 
workers in any other line and, at 
the same time, happier human 
beings, for we would be gaining 
that type of knowledge which is 
power and which leads, at last, 
to the achievement of wisdom. 


The world belongs to the en- 
ergetic man. His will gives him 
new eyes, He sees expedients 
and means where we saw none. 
—R. W. Emerson. 


~~ 


you by their reasonable character. 


29-31 West Sixth Street 


—the kind that will outlast the building itself. You can buy cheaper cases, 
but not better ones. Let us give you an estimate. Our prices may surprise 


Surgical Instruments—Hospital Equipment 


7 
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' We build cases for every hospital purpose. But we build only good cases 
> 

> 

> 

> 

> 

> e e e e 
Cincinnati, Ohio 


THE MAX WOCHER & SON CO. } 


jan your surgeons wait for ad- 
justments; wait while bottles are 
slowly disconnected, emptied 
(or filled) and replaced; wait 
while controls are regulated? 
The SORENSEN ANESTHET- 
IZING AND ASPIRATING 
OUTFIT No. 425 has eliminated 
the “wait” in operations. Every 
part is easily accessible and in- 
stantly operated. 

For oe The suction bottle 
can be disconnected, emptied 
and replaced in 3 seconds. Ether 
bottle equally as efficient. Inves- 
tigate the many other features. 


C. M. SORENSEN CoO., Inc. 
444 Jackson Ave., Long Island City, New York 
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BUILDING FOR SUNLIGHT 
IN CONGESTED CITIES 


That public policy demands 
that city planning of the future 
should provide full access of 
sunlight to all buildings is devel- 
oped by Wayne B. Heydecker, 
Chairman of the Planning Board 
of the Regional Plan of New 
York and its environs, in an ar- 
ticle on “Regional Planning.” 

“Medical science has _ estab- 
lished the great value of sunshine 
as a general tonic to the human 
body and as a specific agent in 
at least two diseases, rickets and 
‘surgical tuberculosis,” Mr. 
Heydecker writes. 

“Tt follows, therefore, that as 
a means of promoting health, 
residences and business struc- 
tures alike should be so designed 
and spaced as to permit sunlight 
to penetrate. 

“We know that there is gen- 
eral agreement among scientists 
that the healing power and tonic 
power of sunlight, while present 
in sunlight, appear to be greatest 
in the band of sunlight ranging 
from 2900 to 3200 Angstroem 
units, which band is almost ex- 
cluded by ordinary window glass. 

“As city planners we are not 
concerned with this defect of 
glass, for pending the general 
adoption of window glasses al- 
ready on the market, which will 
pass this ‘vital range’ of sunlight, 
it is obvious that from the stand- 
point of public policy no build- 
ings should be so erected as to 
cut off the access of sunlight to 
other buildings, leaving the own- 
ers of such buildings the option 
of using one of the new types of 
window glass or not, as they 
please.” 

Along Park Avenue, New 
York’s wealthiest residential 
section, the mortality is consis- 
tently lowest. Inhabitants of 
Park Avenue apartments are 
able to afford all the sunlight 
they need, and spend as much 
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time outdoors as they want. 


When they are at home cer- 
tain ones continue to obtain the 
same benefits from the sunshine 
that they received on the beach, 
Their windows are made, not of 
ordinary glass, which is useless 
so far as ultra-violet is con- 
cerned, but of special ultra-violet 
transmitting glass. 

The health that is in sunshine, 
however, is not the exclusive 
property of the rich. It is avail- 
able for all who wish to take ad- 
vantage of it. With more strin- 
gent building laws specifying 
sunshine, and ultra-violet glass 
making the health in sunshine 
available indoors, it is not incon- 
ceivable that even the city’s tene- 
ments will eventually get their 
share of sunlight and health. 


SELLING A HOSPITAL 
TO DONORS 


Something novel in finance is 
the plan of the new Bronx Hos- 
pital, which will soon start con- 
struction with practically all of 
the $2,000,000 subscribed. Con- 
tributors were permitted to buy 
just what they wanted of the 
hospital, each being given hon- 
orary title to his purchase, and 
a right to vote at annual meet- 
ings and a deed which confers 
annual membership in the hos- 
pital. The buyers also have 
priority rights in the introduc- 
tion of patients to the hospital. 
The parts offered to the public 
were the operating room and 
amphitheater at $40,000; eight- 
bed wards at $30,000; one bed- 
room at $7,500; elevators at 
$7,500 each; two bedrooms at 
$10,000 each; solariums at $17,500 
each, and the directors’ room at 
$37,500. The Bronx Hospital 
will be a nine-story granite, 
terra cotta and steel building. 
It will house eventually 500 pa- 
tients and be nonsectarian.— 
J. A. M.A. 
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Special preparation 
X-ray Barium Sulphate 


SKIABARYT 


Permanent Suspensions 
Instantly Prepared 


Literature and samples gladly furnisned to 
hospitals and roentgenologists on request 


MERCK & CO. Inc. 


RAHWAY, N. J. 
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FINDS RADIO AIDS IN 
CURE OF DISEASE 


Since it is becoming more and 
more accepted that the mental 
condition of sick persons is as 
important as the physical, hos- 
pitals are recognizing the radio 
as an important curative agent. 
Anything that will brighten the 
invalid’s dragging hours should 
not be disregarded, in the opin- 
ion of the Canadian Hospital. 


A central receiving set with 
head phones for each bed has 
been found the most practical 
means of making radio programs 
available to any who want them. 
The principal difliculty is that 
only one station can be received 
at once and tastes vary so much 
that programs will of course not 
suit every one. One way of 
meeting this is to have a tele- 
phone at the bedside, which al- 
lows the patient to make known 
his likes and dislikes. 


At the new St. Vincent’s Hos- 
pital in Los Angeles, Calif., indi- 
vidual wires enable patients in 
bed to hear programs held on 
the roof garden of the hospital. 
During the two years that this 
outfit has been in operation there 
have been no objections to the 
radio equipment and the authori- 
ties are of the opinion that it 
would be unwise to omit the in- 
stallation of a radio outfit, with 
an outlet at each bedside, from 
any newly planned hospital. 


UNITED STATES CIVIL 
SERVICE EXAMINATION 


The United States Civil Ser- 
vice Commission announces the 
following open competitive ex- 
amination: 


Occupational Therapy Aids 
(Arts and Crafts) 
Applications for occupational 


therapy aide (arts and crafts) 
must be on file with the United 
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States Civil Service Commission 
at Washington, D. C., not later 
than December 30. 


The examination is to fill ya- 
cancies in hospitals of the Vet. 
erans’ Bureau throughout the 
country. 


The range of salaries is $1,800 
to $2,100 a year. The entrance 
salary is the lowest for the grade 
except where the isolation of the 
hospital or the character of the 
duties performed render a higher 
remuneration advisable. Pro- 
motion may be made to super- 
visory positions paying as high 
as $2,800 a year. 

The duties will consist of ad- 
ministering treatment by means 
of the arts and crafts, keeping a 
daily record of the work and 
progress of each patient coming 
under direction and instruction, 
and making the required reports 
of occupational activities. 


Competitors will be rated on 
physical ability, weighted at 20 
per cent, and education, training 
and experience weighted at 80 
per cent. 

Full information may be ob- 
tained from the United States 
Civil Service Commission at 
Washington, D. C., or the secre- 
tary of the United States Civil 
Service Board of Examiners at 
the post office or custom-house 
in any city. 


HOSPITAL PURCHASING 
(Continued from page 40) 


thus assuring the hospital of 
fresh eggs at all times. There 
has been a definite attempt to 
grade eggs, which simplifies the 
purchasing considerably. These 
grades can be found in any of the 
above mentioned books on pur- 
chasing. 

At the end of this series, a bib- 
liography will be given on the 
subjeet of purchasing. 
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DIAL, “CIBA” 


(diallylmalonylurea ) 
An efficient non-narcotic hypnotic 


Accepted by the Council on 
Pharmacy and Chemistry of the 
American Medical Association 


TABLETS ELIXIR 
Tubes of 12, and bottles of In bottles of 2 and 6 
100, 500 and 1,000 ounces 


Write for a generous complimentary 
supply for your hospital. 


CIBA COMPANY, Inc. 
New York City 


a. 


Throughout your Institution 
clean the Oakite way 


[N reception halls, wards And if you do your own 
and operating rooms, laundry, try using Oakite 
you can keep floors, walls, Laundry Compound. Make 
woodwork and windows up your soap stock with 
spic and span with Oakite. this modern detergent and 
In the kitchen use Oakite see how much softer, 
for pots and pans, silver- whiter and cleaner the 
ware, and in tank or ma- wash comes through. 


chine for washing dishes. — 


This one cleaning material will show you how Oakite 
is best for almost every can take the hard work 
cleaning task . . takes and unnecessary expense 
less time . . requires less out of your cleaning. Just 
scrubbing. "works quicker drop a line and ask to have 
... better... atlowercost. him call. No obligation. 


Manufactured only by 
OAKITE PRODUCTS, INC., 30C Thames St. NEW YORE, N. Y. 


OAKITE 


Industrial Cleaning Materials ana Methods 
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AN ALL-WOMEN 
HOSPITAL 


The Marie Curie Cancer hos- 
pital which will be opened in 
London next fall by Mme. Curie, 
is typically a woman’s hospital 
—by and for the ladies. 

It has been designed by Miss 
Elizabeth Scott, the architect 
who designed the Shakespeare 
memorial theater at Stratford- 
on-Avon, and is to be run en- 
tirely by women. Needless to 
say, the patients will be women 
only. 


BEG YOUR PARDON! 


The Woman’s Hospital of De- 
troit call our attention to a mis- 
print in the July number of Hos- 
pital Topics & Buyer regarding 
their institution. The hospital 
cost $1,250,000 instead of $250,- 
000 as stated. They further add 
that it is a modern equipped, 
300-bed hospital. 


Ravenna Roach 
Powder 


Contains No Poison 
Neither Does 


Ravenna Rat Powder 


Needs Nothing Added 
It Is Ready for Use 


If you use our powders as consistently 
as you have your exterminators call,— 
you will be surprised how much more 
eficient “RAVENNA PRODUCTS” 
are, and you will SAVE MONEY by 
doing your own exterminating. 

Ravenna Products Have Thou- 

sands of Satisfied Users 


RAVENNA PRODUCTS 


Dept. A 
2908 Woolworth Building 
New York, N. Y. 
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Asa 
Preoperative 
Skin 
Disinfectant 


Drs. Scott and Hill, The 
Journal of Urology, 
August, 1925, pp. 135-152, 
report a two per cent solu- 
tion 


MERCUROCHROME 
220 SOLUBLE 


(Dibrom-oxymercuri-fluorescein) 


in 55 per cent alcohol and 
10 per cent acetone to be 
more effective and _satis- 
factory than Iodine or 
Picric Acid. 


It is painless, does not 
cause dermatitis, pene- 
trates deeply, is relatively 
non-toxic, and its color 
demonstrates definitely the 
extent and _ thoroughness 
preparation of the 
eld. 


Formula for Solution — Dis- 
solve 2 grams Mercurochrome 
in 35 cc. distilled water, add 
55 cc. of 95 per cent alcohol 
and 10 cc. acetone. Solutions 
46 days old were found to be 
completely germicidal on two 
minute skin tests, so that stock 
solutions may be retained. 


HYNSON, 
WESTCOTT & DUNNING 


BALTIMORE, MARYLAND 


SAM. 


yer 


August, 1929 


| Opportunities 


‘~NTED—Technician for children’s clinic in 
wae western metropolis; someone par- 
ticularly interested in pediatric work and 
capable in bacteriology, blood counts, urinaly- 
sis and chemistry; pleasant hours; salary, 
$165. 248, Medical Bureau, Pittsfield Build- 
ing, Chicago. 


"ANTED—Instructor in principles and prac- 
— nursing; 150-bed hospital which has 
an extensive building program including a 
new nurses’ home; new teaching unit which 
will be modernly equipped in every respect; 
$125 and complete maintenance to start; posi- 
tion offers many possibilities for woman who 
can qualify. 259, Medical Bureau, Pittsfield 
Building, Chicago. 


yANTED—Experienced surgical supervisor 
“a large hospital located in the vicinity of 
Chicago; $135 and maintenance. 260, Medical 
Bureau, Pittsfield Building, Chicago. 


"ANTED—Two general duty nurses for beau- 

Wiitul new 250-bed hospital; preferably 
someone who has had special training in 
orthopedic and urological nursing; salaries, 
$90, maintenance. 261, Medical Bureau, 
Pittsfield Building, Chicago. 


VANTED—Laboratory and X-ray man; must 
qualified in bacteriology and_ blood 
chemistry; southern institution of 200 beds; 
$200, including maintenance for self and 
wife. 262, Medical Bureau, Pittsfield Build- 
ing, Chicago. 


WANTED—Anaesthetist for one of the lead- 

ing hospitals in the middle west; bed 
capacity of more than 300; beautiful nurses 
home, in which each nurse has a_ private 
room; salary at least $125, including main- 
tenance. 263, Medical Bureau, Pittsfield 
Building, Chicago. 


WANTED—Director of nurses for class A 

hospital having capacity of 250 beds in- 
cluding private service; high-type woman with 
considerable training school experience’ re- 
quired; excellent location; superintendent is 
layman, well and favorably known in the hos- 
pital field. 264, Medical Bureau, Pittsfield 
Building, Chicago. 


WANTED—Night supervisor for class <A 
175-bed hospital situated attractive 
southwestern location; starting salary $130, 
maintenance. 265, Medical Bureau, Pittsfield 
Building, Chicago. 


SPECIAL ATTENTION—I locate positions and 

also furnish all kinds of Nurses, Pupils, 
Technicians, Physicians, Attendants, Internes— 
in fact ALL kinds of help for institutional 
employees. Also sell and furnish physicians’ 
practice, locations, partnerships, positions, etc. 
Established 1904. Gilt-edge references. Spe- 
cial plans. F. V. Kniest, R. P., Peters Tr. 
Bldg., Omaha, Nebr. 


There is no more important instrument or 
product to the surgeon than the suture. If 
you want a suture that is extremely flexible 
and absolutely sterile, get in touch with the 
Davis‘ and Geck Company, 211 Duffield Street, 
Brooklyn, New York, manufacturers of D & G 
non-boilable sutures. 


On page 57 you will find an_ interesting 
illustration of a hanging utensil rack. 
Piece of equipment such as this would be 
useful in various departments in your hos- 
pital as it comes in all sizes to meet par- 
ticular requirements. Why not write to the 
i. Dougherty and Company, Philadelphia 
for further particulars? 


Mercurochrome, as a preoperative skin dis- 
infectant, is painless, does not cause derma- 
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titis, penetrates deeply and is relatively non- 
toxic. It is an_ indispensable preparation 
around the hospital, and should be constantly 
on hand. Get in touch with Hynson, West- 
cott and Dunning when next you are in need 
of a supply of Mercurochrome. 


Something new! Fibre Flower Vases! Every 
hospital should have a goodly supply of them. 
They are more durable and_ economical than 
glass or metal vases, absolutely waterproof and 
will not break or split. They are attractively 
finished in green and come in one size. Write 
for Catalog H, as mentioned on page 61. 


If you want a real opportunity to test 
syringe and needle quality, turn to page 41, 
and read about the wonderful ‘‘Get Ac- 
quainted”’ offer that the MacGregor Instrument 
Company is affording you. All you have to 
do is fill in the coupon on the bottom of 
their ad and they will send you one dozen 
Vim Emerald Syringes and Vim genuine Firth 
Stainless Steel Needles and bill you accord- 
ingly; but if at the end of thirty days they 
do not satisfy you, you can return the mer- 
chandise and full credit will be given you. 
What more could one ask? 


As long as we live, there will be errors 
made, and doctors as well as any one else 
make errors. They say, ‘“‘To err is human— 
to forgive is divine.’’ There never was a 
doctor who rendered perfect service, and there 
never will be. Likewise, there never was a 
doctor, whose every patient will forgive an 
error made, nor there never will be. It there- 
fore behooves your institution to take advan- 
tage of The Medical Protective Contract as 
provided by .The Medical Protective Company 
of 360 North Michigan Blvd., Chicago. Fill 
in the coupon on the 2nd cover and you will 
get full details. 


Becton, Dickinson have found another im- 
portant application for their Ace bandage. 
Read about it on page 53. This bandage is 
elastic without rubber and may be washed 
in hot water without losing its elasticity; 
therefore it can be used repeatedly. It can be 
stretched to nearly twice its length, even 
though it contains no rubber. It is a very un- 
usual bandage. It is made in varying widths 
and can be purchased at all good dealers. 


On page 59 you will find an important an- 
nouncement of the fact that Irradiated Ergo- 
sterol (Viosterol, Abbott), manufactured by 
the Abbott Laboratories is now available. One 
drop of Viosterol equals one-half teaspoonful 
of Standard Cod Liver Oil in Vitamin D 
content. For further information regarding 
this product, we would refer you to the new 
Viosterol booklet which Abbott’s will be glad 
to send you upon request. 


Did you notice the excellent applicants that 
Aznoe’s have available, in their advertisement 
on page 7? This is only a very few of the 
many that they have on hand, as well as 
having many wonderful opportunities to offer 
in the way of positions. 


Winthrop Chemical Company, on page 63 of 
this issue, call your attention to their prod- 
uct—Vigantol—irradiated ergosterol, for the 
prophylaxis and cure of rickets, as well as 
for the treatment of tetany. They will send 
you a sample bottle and literature of this ex- 
cellent preparation on request. Write them 
today. 
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A Convenient 
ALKALINIZING 
AGENT 


Kalak 
Water 


When patients show a tendency 
toward acidosis, remember that 
Kalak Water has in it those ele- 
ments needed for maintaining 
the normal alkali reserve of the 
body—each liter (approximately 
one bottle) contains in addition 
to 1.0326 grams of Disodium 
Hydrogen Phosphate and the 
Neutral salts of Sodium and Po- 
tassium Chloride, a _ total of 
6.6648 grams of the Bicarbonates 
of Calcium, Magnesium, Sodium 
and Potassium. It may advan- 
tageously be substituted for 


= the regular drinking water and Pal 
with no extra trouble whatever, od 
aid other therapeutic measures. 


KALAK WATER CO. 
6 Church St. New York City 
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M. Burneice Larson 
Director Medical Bureau 


PETTY jealousies will creep into an institution. So, 
when an efficient superintendent of a busy hospital 
returned from her vacation she found on her dresser an 
envelope containing the bitter words which meant her 
dismissal. 


“T read one of your blanks one time,” she said, “and 
it said, ‘When in Chicago, always call for a personal in- 
terview, so here I am. I have accepted your invitation. 
I need a job, and I don’t want to bother my friends.” 


A thorough investigation was made, and we were 
satisfied that, as a superintendent, her record was most 
commendable. She had attended to her duties in a most 
admirable fashion, and her conduct in every way was 
above reproach. 


That was several years ago. The hospital board has 
regretted it since. Their requests have been that we 
find them someone like the superintendent who was 
dismissed. But one man’s loss is another man’s gain, 
and the superintendent is efficiently conducting a much 
larger hospital in another part of the country. 

“Whatever you do,” she asked us, “keep my cre- 
dentials. Guard them safely and, if you wish, inquire 
about my work as I carry on. While I don’t expect it, 
who knows but I may have to walk out again some 
night, and what a relief it would be to know that I 
might come to The Medical Bureau.” 


The Medical Bureau 


1330 Pittsfield Building 55 E. Washington St. 
DEPT. H 


CHICAGO ILLINOIS 
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Combines 
paraffin 


cos OW, rile 


INHALANT No. 20, LILLY 


pharmacist who 


fills your orders or prescriptions 
knows Lilly Ephedrine Prod- 
ucts by number. The use of 
this number identifies the Lilly 
Product, insures the character 


of the preparation and prompt 
service. 
A number of other Lilly 


Ephedrine Preparations are 
available in forms to meet 
varied requirements: Ephedrine 
Sulphate, Ampoules, Pulvules 
in two sizes, both in the sul J 
phate and hydrochloride salts, 
and a 3 percent solution of both 
the sulphate and hydrochloride. 
Send for literature. 


‘ELI LILLY AND COMPANY 


INDIANAPOLIS, U. S. A. 
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